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HIGHLIGHTS  OF  THIS  ISSUE 

This  listing  does  not  affect  the  legal  status 
of  any  document  published  in  this  issue.  Detailed 
table  of  contents  appears  inside. 


EXECUTIVE  ORDERS— 

Assigning  emergency  preparedness  functions  to  the 

United  States  Treasury  Department .  30991 

Delegating  certain  authority  of  the  President  under  the 
Water  Resources  Planning  Act,  as  amended .  30993 

LOW  SULFUR  PETROLEUM  PRODUCTS— Energy  Policy 
Office  announces  availability  of  final  environmental  state¬ 
ment  on  priority  establishment  and  supply  allocations .  31040 

HOUSING  ASSISTANCE  PROGRAMS— HUD  policy  state¬ 
ment  regarding  newly  constructed  low  income  housing  ...  31023 

DISABLED  VETERANS — ^VA  provides  for  special  auto¬ 
mobile  equipment;  effective  1-11-71 . 31007 

ANTIBIOTICS— 

FDA  amendments  on  use  of  certain  penicillin  products; 

effective  11-29-73  .  31004 

FDA  approves  use  of  ampicillin  capsules  for  treatment 
of  dogs  and  cats;  effective  11-9-73 .  31004 

POLICE  VEHICLES — NHTSA  proposes  revision  of  safety 
standards;  public  meeting  12-10-73,  comments  by 
1-7-74  . .  31017 


PAY  RATE  SCHEDULES — CSC  announces  adjustments 
(2  documents);  effective  10-1  and  10-28-73  respec¬ 
tively  . .  31035 

INSURED  LOANS — USDA  proposal  on  sale  of  certificates 
of  beneficial  ownership;  comments  by  12-10-73 . —  31012 

(Continued  inside) 


PART  II: 

EFFLUENT  LIMITATIONS— EPA  proposes  guide¬ 
lines  and  standards  for  the  canned  and  preserved 
fruits  and  vegetables  processing  industry  category; 
comments  by  12-10-73 .  31075 

PART  III: 

MINIMUM  WAGE— 

Labor  Department  proposed  variation  permitting 


use  of  certain  negotiated  housing  rates;  com¬ 
ments  by  11-26-73 . . . .  31086 

Labor  Department  determinations  and  monthly 
index  for  federally  assisted  construction .  31087 
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Rules  Going  Into  Effect  Today 

This  list  includes  only  rules  that  were  puff- 
^  nshed  in  the  Federal  Register  after  Octo¬ 

ber  1.  1972. 

page  no. 
and  date 

DOT — ^Addition  of  certain  tire  size  desig¬ 
nations  and  alternative  and  test  rim 

sizes  for  passenger  cars .  28569; 

10-15-73 

— New  pneumatic  tires,  tire  selection 
and  rims  for  passenger  cars. 

28569;  10-15-73 
FCC — Emission  limitations  for  certain 

field  disturbance  sensors .  27821; 

10-9-73 

— Use  of  vehicular  radio  units  to  act 
as  mobile  repeater  stations;  re¬ 
port  and  order ...  27822;  10-^73 
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LIQUID  ASSETS — FHLBB  amends  definition  to  provide 
additional  flexibility  in  maintaining  liquidity  requirements; 
effective  11— 9-73.„ . . . .  30998 

CERTIFICATION — CLC  announces  creation  of  Nonunion 
Construction  Advisory  Committee . . .  31040 

MEETINGS— 

HEW:  National  Professional  Standards  Review  Council 
(4  documents),  11-25  to  11-27 . . .  31022.  31023 


SSA:  Health  Insurance  Benefits  Advisory  Council, 

11-15  and  11-16-73 . 31023 

NHTSA:  National  Highway  Safety  Advisory  Committee, 

11-16-73 . 31031 

USDA:  Raisin  Advisory  Board,  11-19-73 .  31021 

Commerce  Department:  Importers’  Textile  Advisory 

Committee,  11-20-73 . 31022 

CLC:  Food  industry  wage  and  salary  committee; 
11-15-73  . 31040 
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Treasury  Department -  30991 

Delegating  certain  authority  of 
the  President  under  the  Water 
Resources  Planning  Act,  as 
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EXECUTIVE  AGENCIES 

AGRICULTURAL  MARKETING  SERVICE 


Rules  and  Regulations 
Expenses  and  rates  of  assessment 
for  1973-74  fiscal  year: 

Filberts  grown  In  Oregon  and 

Washington _  30997 

Oranges  and  grapefruit  grown 

In  Texas _  30995 

Limitation  of  handling: 

Grapefruit  grown  In  Indian 

River  district  in  Florida _  30996 

Grapefruit  grown  in  interior 

district  In  Florida _  30997 

Lemons  grown  In  California  and 

Arizona  _  30995 

Livestock,  meats  and  meat  prod¬ 
ucts;  fees  for  grading  services.  30995 


Notices 

Raisin  Advisory  Board;  meeting.  31021 

AGRICULTURE  DEPARTMENT 

See  Agricultural  Marketing  Serv¬ 
ice;  Farmers  Home  Administra¬ 
tion;  Forest  Service. 

ATOMIC  ENERGY  COMMISSION 


Notices 

Allied-Gulf  Nuclear  Services,  et 

al.;  hearing _ 31031 

BRK  Electronics;  issuance  of  by¬ 
product  material  license _ 31032 

Commonwealth  Edison  Co.;  appli¬ 
cation  for  permit _  31033 

Mitsubishi  International  Corp.; 
issuance  of  facility  export  li¬ 
cense  -  31033 
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CIVIL  SERVICE  COMMISSION 
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Minimum  rates  and  rate  ranges; 
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COMMERCE  DEPARTMENT 
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CUSTOMS  SERVICE 
Notices 
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DEFENSE  DEPARTMENT 
Rules  and  Regulations 
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EMPLOYMENT  STANDARDS 
ADMINISTRATION 
Notices 
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ENVIRONMENTAL  PROTECTION  AGENCY 
Proposed  Rules 

Canned  and  preserved  fruits  and 
vegetables  industry;  effluent 
limitations  guidelines _ 31075 

FARMERS  HOME  ADMINISTRATION 

Rules  and  Regulations 

Loans  to  poultrymen;  deletion  of 


provisions  _  30998 

Rural  housing  loans  and  grants; 
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Proposed  Rules 

Sale  of  individual  instired  notes; 
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FEDERAL  AVIATION  ADMINISTRATION 


Rules  and  Regulations 
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General  Electric  aircraft  en¬ 
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Lycoming  aircraft  engines; 

correction  _  30999 

Standard  Instrument  approach 
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tions  _  31000 

Terminal  control  areas  and  re¬ 
porting  points;  designation  and 

redesignation  (2  dociunents) _  30999, 
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withdrawn  _  31017 

Temporary  restricted  area;  desig¬ 
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Presidential  Documents 


Title  3 — The  President 

EXECUTIVE  ORDER  11746 

Assigning  Emei^ency  Preparedness  Functions  to  the  United  States 
Treasury  Department 

By  virtue  of  the  authority  vested  in  me  as  President  of  the  United 
States,  and  pursuant  to  Reorganization  Plan  No.  1  of  1958  (72  Stat. 
1799),  the  National  Security  Act  of  1947,  as  amended,  the  Defense 
Production  Act  of  1950,  as  amended,  and  the  Federal  Civil  Defense  Act, 
as  amended.  Executive  Order  No.  1 1490  of  October  28, 1969,  is  amended 
by  substituting  the  following  for  paragraph  (13)  of  Section  301  in 
Part  3 — Department  of  the  Treasury: 

“(13)  administration  of  customs  laws,  tax  laws,  the  laws  on  control  of 
alcohol,  alcoholic  beverages,  tobacco,  and  firearms,  and  Title  XI  (Regu¬ 
lation  of  Explosives)  of  the  Organized  Crime  Control  Act  of  1970  (Title 
1 8,  U.S.C.,  Chapter  40);“ 


The  White  House, 

November  7,  1973. 

[FR  Doc.73-24044  Filed  1 1-7-73 ;4: 41  pml 
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30993 


EXECUTIVE  ORDER  11747 

Delegating  Certain  Authority  of  the  President  Under  the  Water 
Resources  Planning  Act,  as  Amended 

By  virtue  of  the  authority  vested  in  me  by  section  301  of  title  3  of  the 
United  States  Code,  and  as  President  of  the  United  States,  it  is  hereby 
ordered  as  follows : 

Section  1.  The  Director  of  the  Office  of  Management  and  Budget  is 
designated  and  empowered  to  exercise,  without  the  approval,  ratification, 
or  other  action  of  the  President,  the  functions  vested  in  the  President  by 
(1)  sections  104(b)  and  204(3)  of  the  Water  Resources  Planning  Act, 
as  amended  (42  U.S.C.  1962a-3(b)  and  1962b-3(3),  respectively), 
with  respect  to  reviewing  plans,  or  revisions  thereof,  of  river  basin  com¬ 
missions  established  pursuant  to  that  act  and  transmitting  those  plans 
or  revisions  thereto  to  the  Congress  with  appropriate  recommendations; 
and  (2)  section  301(b)  of  the  same  act  (42  U.S.C.  1962c(b))  with 
respect  to  approving  rules,  procedures,  arrangements,  and  provisions 
relating  to  coordination  of  Federal  planning  assistance  programs  and 
utilization  of  Federal  agencies  administering  related  programs. 

Sec.  2.  The  Chairman  of  the  Water  Resources  Council  is  designated 
and  empowered  to  exercise,  without  the  approval,  ratification,  or  other 
action  of  the  President,  the  approval  function  for  standards  and  proce¬ 
dures  vested  in  the  President  by  section  103  of  the  Water  Resources 
Planning  Act,  as  amended  (42  U.S.C.  1962a-2). 


The  White  House, 

November  7,  1973. 

[FR  Doc.73-24045  FUed  1 1-7-73 ;4: 41  pm] 
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Rules  and  Regulations 


This  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  having  general  applicability  and  legal  effect  most  of  which  are 
keyed  to  and  codified  In  the  Code  of  Federal  Regulations,  which  is  published  under  50  titles  pursuant  to  44  U.S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold  by  the  Superintendent  of  Documents.  Prices  of  new  books  are  listed  in  the  first  FEDERAL 
REGISTER  issue  of  each  month. 


Title  7 — ^Agriculture 

CHAPTER  I— AGRICULTURAL  MARKET¬ 
ING  SERVICE  (STANDARDS,  INSPEC¬ 
TIONS,  MARKETING  PRACTICES),  DE¬ 
PARTMENT  OF  AGRICULTURE 

SUBCHAPTER  C — REGULATIONS  AND  STAND¬ 
ARDS  UNDER  THE  AGRICULTURAL  MARKET¬ 
ING  ACT  OF  1946 

PART  53— LIVESTOCK,  MEATS,  PRE¬ 
PARED  MEATS,  AND  MEAT  PRODUCTS 
(GRADING,  CERTIFICATION,  AND 
STANDARDS) 

Fees  for  Grading  Service 

This  document  updates  the  regula¬ 
tions  under  which  voluntary  meat  grad¬ 
ing  and  related  services  are  provided  by 
increasing  the  hourly  fees  charged  to 
users  of  this  self-supporting  service. 

The  Agricultural  Marketing  Act  of 
1946  provides  for  the  collection  of  fees 
equal  as  nearly  as  may  be  to  the  cost  of 
the  services,  such  as  I^eral  meat  grad¬ 
ing  services,  rendered  under  its  provi¬ 
sions.  Public  Law  92-210  and  Executive 
Order  11739  increased  salaries  paid  to 
Federal  employees.  Therefore,  it  has  been 
determined  that,  in  order  to  cover  the  in¬ 
creased  cost  of  Federal  meat  grading 
services  resulting  from  increases  in  sala¬ 
ries  paid  to  Federal  employees  and  in¬ 
creases  in  other  costs,  the  hourly  fee 
must  be  increased  as  provided  for  herein. 

Pursuant  to  the  authority  of  sections 
203  and  205  of  the  Agricultural  Market¬ 
ing  Act  of  1946,  as  amended  (7  U.S.C. 
1622,  1624),  the  provisions  of  7  CFR 
53.29(a)  prescribing  fees  in  connection 
with  the  performance  of  Federal  meat 
grading  services  are  hereby  amended  by 
changing  the  phrases  “$13.00  per  hour,” 
“$15.20  per  hour,”  and  “$26.00  per  hour” 
to  “$13.80  per  hour,”  “$16.00  per  hour,” 
and  “$27.60  per  hour,”  respectively. 

Hie  need  for  the  increase  and  the 
amoimt  thereby  are  dependent  upon 
facts  within  the  knowledge  of  the  Agri¬ 
cultural  Marketing  Service.  Therefore, 
under  the  provisions  of  5  U.S.C.  553,  it  is 
foimd  that  notice  and  other  public  pro¬ 
cedures  with  respect  to  this  amendment 
are  impractical  and  unnecessary  and 
good  cause  is  foimd  to  make  the  amend¬ 
ment  effective  less  than  30  days  after 
publication  In  the  Federal  Register. 

This  amendment  shall  become  effective 
November  18,  1973,  with  respect  to  all 
Federal  meat  grading  services  rendered 
on  and  after  that  date,  including  service 
under  commitment  agreement  whether 
heretofore  or  hereafter  made. 

(Secs.  203,  206,  60  Stat.  1087,  1090,  7  UA.C. 
1622,  1624.) 


Done  at  Washington,  D.C.  this  1st  day 
of  November  1973. 


E.  L.  Petersen, 
Administrator, 

Agricultural  Marketing  Service. 
[FR  Doc.73-23958  PUed  11-8-73:8:46  am] 


CHAPTER  IX— AGRICULTURAL  MARKET¬ 
ING  SERVICE  (MARKETING  AGREE¬ 
MENTS  AND  ORDERS;  FRUITS,  VEGE¬ 
TABLES,  NUTS),  DEPARTMENT  OF 
AGRICULTURE 

PART  906— ORANGES  AND  GRAPEFRUIT 
GROWN  IN  LOWER  RIO  GRANDE  VAL¬ 
LEY  IN  TEXAS 

Expenses  and  Rate  of  Assessment 

This  document  authorizes  expenses  of 
$680,000  of  the  Texas  Valley  Citrus  Com¬ 
mittee.  under  Marketing  Order  No.  906, 
for  the  1973-74  fiscal  period  and  fixes  a 
rate  of  assessment  of  $0,045  per  7/10 
bushel  carton  or  equivalent  quantity  of 
oranges  and  grapefruit  handled  In  such 
period  to  be  paid  to  the  committee  by 
each  first  handler  as  his  pro  rata  share 
of  such  expenses. 

On  September  20,  1973,  notice  of  rule- 
making  was  publi^ed  In  the  Federal 
Register  (38  FR.26384).  regarding  pro¬ 
posed  expenses  and  the  related  rate  of 
assessment  for  the  period  August  1, 1973, 
through  July  31,  1974,  pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  906,  as  amended  (7  CJFR  Part 
906) ,  regulating  the  handling  of  oranges 
and  grapefruit  grown  in  the  Lower  Rio 
Grande  Valley  in  Texas.  This  notice  al¬ 
lowed  interested  persons  12  days  during 
which  they  could  submit  vmtten  data, 
views,  or  arguments  pertaining  to  these 
proposals.  None  were  submitted.  This 
reg^atory  program  is  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674).  After  con¬ 
sideration  of  all  relevant  matters  pre¬ 
sented,  including  the  proposals  set  forth 
In  such  notice  which  were  submitted  by 
the  Texas  Valley  Citrus  Committee  (es¬ 
tablished  pursuant  to  said  amended  mar¬ 
keting  agreement  and  order) ,  it  is  hereby 
foimd  and  determined  that: 

§  906.213  Expenses  and  rate  of  assess¬ 
ment. 

(a)  Expenses.  Expenses  that  are  rea¬ 
sonable  and  likely  to  be  Incurred  by  the 
Texas  Valley  Citrus  Committee  during 
the  period  August  1,  1973,  through  July 
31.  1974,  will  amount  to  $680,000. 


(b)  Rate  of  assessment.  The  rate  of 
assessment  for  said  period,  piayable  by 
each  handler  in  accordance  with  §  906.34, 
is  fixed  at  $0,045  per  7/10  bushel  carton, 
or  an  equivalent  quantity  of  oranges  and 
grapefruit. 

It  is  hereby  found  that  good  cause  ex¬ 
ists  for  not  postponing  the  effective  time 
of  this  action  until  30  days  after  publica¬ 
tion  in  the  Federal  Rbgister  (5  U.S.C. 
553)  in  that  (1)  shipments  of  oranges 
and  grapefruit  are  now  being  made;  (2) 
the  relevant  provisions  of  said  marketing 
agreement  and  this  part  require  that  the 
rate  of  assessment  fixed  for  a  particular 
fiscal  period  shall  be  applicable  to  aU 
assessable  fruit  from  the  beginning  of 
such  period;  and  (3)  the  current  fiscal 
period  began  on  August  1,  1973,  and  the 
rate  of  assessment  herein  fixed  will  auto¬ 
matically  apply  to  all  assessable  oranges 
and  grapefruit  beginning  with  such  date. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674.) 

Dated  November  6, 1973. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division,  Agricultural 
Marketing  Service. 

IFR  Doc.73-23969  PUed  11-8-73:8:45  am] 


[Lemon  Regulation  612] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
Califomla-Arlzona  lemons  that  may  be 
shipped  to  fresh  market  during  the 
weekly  regulation  period  Nov,  11-17, 
1973.  It  is  issued  pursuant  to  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended,  and  Marketing  Order 
No.  910.  The  quantity  of  lemons  so  fixed 
was  arrived  at  after  consideration  of  the 
total  available  supply  of  lemons,  the 
quantity  of  lemons  currently  available 
for  market,  the  fresh  market  demand  for 
lemons,  lemon  prices,  and  the  relation¬ 
ship  of  season  average  returns  to  the 
parity  price  for  lemons. 

§  910.912  Lemon  Regulation  612. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910) ,  regulating  the  handling  of  lemons 
grown  in  California  and  Arizona,  effec¬ 
tive  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  UJS.C.  601- 
674),  and  upon  the  basis  of  the  recom- 
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mendations  and  information  submitted 
by  the  Lemon  Administrative  Commit¬ 
tee,  established  under  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  foimd  that  the  limitation  of  han¬ 
dling  of  such  lemons,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  act. 

(2)  The  need  for  this  section  to  limit 
the  quantity  of  lemons  that  may  be  mar¬ 
keted  during  the  ensuing  week  stems 
from  the  production  and  marketing  situ¬ 
ation  confronting  the  lem(m  industry. 

(i)  The  committee  has  submitted  its 
recommendation  with  respect  to  the 
quantity  of  lemons  it  deems  advisable  to 
be  handled  during  the  ensuing  week. 
Such  recommendation  resulted  from  con¬ 
sideration  of  the  factors  envunerated  in 
the  order.  The  committee  fiuther  reports 
the  demand  for  lemons  is  somewhat 
easier,  particularly  on  all  sizes  of  second 
grade  fruit.  Sales  volume  is  expected  to 
be  about  the  same  as  last  week.  Average 
f.o.b.  price  was  $6.29  per  carton  the  week 
ended  Nov.  3, 1973  compared  to  $6.33  per 
carton  the  previous  week. 

Track  and  rolling  supplies  at  116  cars 
were  up  9  cars  from  last  week. 

(ii)  Having  considered  the  recommen¬ 
dation  and  information  submitted  by  the 
committee,  and  other  available  informa¬ 
tion,  the  Secretary  finds  that  the  quan¬ 
tity  of  lemons  which  may  be  handled 
should  be  fixed  as  hereinafter  set  forth. 

(3)  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en¬ 
gage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  imtil  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi¬ 
cient,  and  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  time;  and  go^  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  The 
committee  held  an  open  meeting  during 
the  current  week,  after  giving  due  notice 
thereof,  to  consider  supply  and  market 
conditions  for  lemons  and  the  need  for 
regulation;  interested  persons  were  af¬ 
forded  an  opportunity  to  submit  infor¬ 
mation  and  views  at  this  meeting;  the 
recommendation  and  supporting  infor¬ 
mation  for  regulation  during  the  period 
specified  herein  were  promptly  submitted 
to  the  Department  after  such  meeting 
was  held;  the  provisions  of  this  section, 
including  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  conunittee,  and  information  concern¬ 
ing  such  provisions  and  effective  time 
has  been  disseminated  among  handlers 
of  such  lemons;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  regulation  effective  dur¬ 
ing  the  period  herein  specified;  and  com¬ 
pliance  with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  hereto  which  cannot  be 


completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was  held 
on  November  6,  1973. 

(b)  Order.  (1)  The  quantity  of  lemons 
grown  in  Califomia  and  Arizona  which 
may  be  handled  during  the  period  Nov. 
11,  1973,  through  November  17,  1973,  is 
hereby  fixed  at  200,000  cartons. 

(2)  As  used  in  this  section,  “handled,” 
and  “carton(s)  ”  have  the  same  meaning 
as  when  used  in  the  said  amended  mar¬ 
keting  agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended  (7  U.S.C. 
601-674) ) 

Dated  November  7,  1973. 

Charles  R.  Braoer, 
Deputy  Director,  Fruit  and 
Vegetable  Division.  Agricul¬ 
tural  Marketing  Service. 

(FR  Doc .73-24038  Piled  ll-8-73;8:45  am] 


(Grapefruit  Regulation  92  J 

PART  912--GRAPEFRUIT  GROWN  IN  THE 
INDIAN  RIVER  DISTRICT  IN  FLORIDA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
Florida  Indian  River  grapefruit  that  may 
be  shipped  to  fresh  market  during  the 
weekly  regulation  period  November  12- 
November  18,  1973.  It  is  issued  pursuant 
to  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended,  and  Mar¬ 
keting  Order  No.  912.  The  quantity  of 
grapefruit  produced  in  the  Indian  River 
District  in  Florida  so  fixed  was  arrived 
at  after  consideration  of  the  total  avail¬ 
able  supply  of  Indian  River  grapefruit, 
the  quantity  currently  available  for 
market,  the  fresh  market  demand  for 
Indian  River  grapefruit,  Indian  River 
grapefruit  prices,  and  the  relationship  of 
season  average  returns  to  the  parity  price 
for  Florida  grapefruit. 

§  912.392  Grapefruit  Regulation  92. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  912,  as  amended  (7  CFR  Part 
912),  regulating  the  handling  of  grape¬ 
fruit  grown  in  the  Indian  River  District 
in  Florida,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601-674),  and  upon  the  basis  of 
the  recommendation  and  information 
submitted  by  the  Indian  River  Grape¬ 
fruit  Committee,  established  under  the 
said  amended  marketing  agreement  and 
order,  and  upon  other  available  informa¬ 
tion,  it  is  hereby  foimd  that  the  limita¬ 
tion  of  handling  such  grapefruit,  as 
hereinafter  provided,  will  tend  to  effec¬ 
tuate  the  declared  policy  of  the  act. 

(2)  The  need  for  this  section  to  limit 
the  quantity  of  Indian  River  grapefruit 
that  may  be  marketed  during  the  ensuing 
week  stems  from  the  production  and 
marketing  situation  confronting  the  In¬ 
dian  River  grapefruit  industry. 

(i)  The  committee  has  submitted  its 
recommendation  with  respect  to  the  total 
quantity  of  grapefruit  which  it  deems  ad¬ 
visable  to  be  handled  during  the  next  suc¬ 
ceeding  week.  Such  recommendation  re¬ 


sulted  from  consideration  of  the  factors 
enumerated  in  the  order.  The  committee 
further  reports  the  market  demand  for 
Indian  River  grapefruit  is  steady  on  pink 
and  red  seedless  but  is  declining  for  white 
seedless. 

Prices,  f.o.b.  per  •%  bushel  carton  were 
for  the  week  ended  November  4, 1973,  av¬ 
eraged  $2.95  for  white  seedless  and  $3.45 
for  pink  seedless.  Shipments  for  the  week 
ended  November  4, 1973,  and  for  the  pre¬ 
vious  week  were  340  carlots  and  285 
carlots,  respectively.  On  November  5, 
1973,  there  were  13,476  carloads  of  In¬ 
dian  River  grapefruit  remaining  for  in¬ 
terstate  shipments,  while  1,274  carlots 
have  been  shipped  to  date. 

(il)  Having  considered  the  recommen¬ 
dation  and  information  submitted  by  the 
committee,  and  other  available  informa¬ 
tion,  the  Secretary  finds  that  the  quantity 
of  grapefruit  which  may  be  handled 
should  be  fixed  as  hereinafter  set  forth, 

(3)  It  is  hereby  further  found  that  it 
is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rulemaking  procedure, 
and  r>ostpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  when  this  section  must 
become  elective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause  exists 
for  makmg  the  provisions  hereof  effective 
as  hereinafter  set  forth.  The  committee 
held  an  open  meeting  during  the  current 
week,  after  givmg  due  notice  thereof,  to 
consider  supply  and  market  conditions 
for  Indian  River  grapefruit,  and  the  need 
for  regulation;  interested  persons  were 
afforded  an  opportunity  to  submit  infor¬ 
mation  and  views  at  this  meetmg;  the 
recommendation  and  supporting  infor¬ 
mation  for  regulation  during  the  period 
specified  herein  were  promptly  submitted 
to  the  Department  after  such  meeting 
was  held;  the  provisions  of  this  section, 
including  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  committee,  and  information  concern¬ 
ing  such  provisions  and  effective  time  has 
been  disseminated  among  handlers  of 
such  Indian  River  grapefruit;  it  is  neces¬ 
sary,  in  order  to  effectuate  the  declared 
policy  of  the  act,  to  make  this  section 
effective  during  the  period  herein  speci¬ 
fied;  and  compliance  with  this  regulation 
will  not  require  any  special  preparation 
on  the  part  of  persons  subject  hereto 
which  cannot  be  completed  on  or  before 
the  effective  date  hereof.  Such  committee 
meeting  was  held  on  November  6, 1973. 

(b)  Order.  (1)  The  quantity  of  grape¬ 
fruit  grown  in  the  Indian  River  District 
which  may  be  handled  during  the  period 
November  12,  through  November  18, 
1973  is  hereby  fixed  at  150,000  standard 
packed  boxes. 

(2)  As  used  in  this  section,  “handled,” 
“Indian  River  District,”  “grapefruit,”  and 
“standard  packed  box”  have  the  same 
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meaning  as  when  used  In  said  amended 
marketing  agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  (7  US.C. 
801-674) ) 

Dated:  November  7, 1973. 

CblARLES  R.  BrADER, 
Deputy  Director,  Fruit  and  Vege-  . 
table  Division,  Agricultural 
Marketing  Service. 

IPR  Doc.73-24036  PUed  ll-8-73;8;46  am] 


[Orapefruit  Regulation  68] 

PART  913— GRAPEFRUIT  GROWN  IN  THE 
INTERIOR  DISTRICT  IN  FLORIDA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
Florida  Interior  grapefruit  that  may  be 
shipped  to  fresh  market  during  the 
wee^  regulation  period  November  12- 
18,  1973.  It  is  issued  pursuant  to  the 
A^cultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  Marketing 
Order  No.  913.  The  quantity  of  grapefruit 
produced  in  the  Interior  District  In 
Florida  so  fixed  was  arrived  at  after  con¬ 
sideration  of  the  total  available  supply 
of  Florida  Interior  grapefruit,  the  quan¬ 
tity  currently  available  for  market,  the 
fresh  market  demand  for  Florida  In¬ 
terior  grapefruit.  Interior  grapefruit 
prices,  and  the  relationship  of  season 
average  returns  to  the  parity  price  for 
Florida  grapefniit. 

§  913.358  Grapefruit  Regulation  58. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  913,  as  amended  (7  CFR  Part 
913),  regulating  the  handling  of  grape¬ 
fruit  grown  in  the  Interior  District  in 
Florida,  effective  imder  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
UJS.C.  601-674),  and  upon  the  basis  of 
the  recommendations  and  Information 
submitted  by  the  Interior  Grapefruit 
Marketing  Committee,  established  imder 
said  marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  limitation  of  han¬ 
dling  of  such  grapefruit,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  act. 

(2)  The  need  for  this  section  to  limit 
the  quantity  of  Interior  District  grape¬ 
fruit  that  may  be  marketed  during  the 
ensuing  week  stems  from  the  production 
and  marketing  situation  confronting  the 
Interior  District  grapefruit  industry.  The 
committee  has  submitted  its  recom¬ 
mendation  vrith  respect  to  the  total 
quantity  of  grapefruit  which  it  deems 
advisable  to  be  handled  during  the  next 
succeeding  week.  Such  recommendation 
resulted  from  consideration  of  the  fac¬ 
tors  enumerated  in  the  order.  The  com¬ 
mittee  further  reports  limited  demand 
for  Florida  Interior  District  white  seed¬ 
less  grapefruit.  Average  f.o.b.  prices  per 
%  bushel  carton  were  $2.55  for  white 
seedless  and  $2.95  for  pink  seedless  dur¬ 
ing  the  week  ended  November  4,  1973. 
Shipments  for  the  week  ended  Novem¬ 
ber  4.  1973,  and  for  the  previous  week 
were  480  carlots  and  470  carlots,  respec¬ 


tively.  On  November  4,  1973,  9,805  car- 
lots  of  Interior  District  grapefruit  were 
remaining  for  interstate  shipments  while 
2,449  carlots  had  been  shipped  to  that 
date.  Having  considered  the  recom¬ 
mendation  and  information  submitted 
by  the  committee,  and  other  available 
information  the  Secretary  finds  that  the 
quantity  of  grapefruit  which  may  be  han¬ 
dled  should  be  fixed  as  hereinafter  set 
forth. 

(3)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no¬ 
tice,  engage  in  public  rulemaking  proce¬ 
dure,  and  postpone  the  effective  date  of 
this  section  imtll  30  days  after  publica¬ 
tion  hereof  in  the  Federal  Register  (5 
U.S.C.  553)  because  the  time  intervening 
between  the  date  when  Information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  i>olicy  of  the  act  is  insuffi¬ 
cient,  and  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  prepara¬ 
tion  for  such  effective  time;  and  good 
cause  exists  for  making  the  provisions 
hereof  effective  as  hereinafter  set  forth. 
The  committee  held  an  op^  meeting 
during  the  current  week,  after  giving 
due  notice  thereof,  to  cimsider  supply 
and  market  conditions  for  Interior  grape¬ 
fruit,  and  the  need  for  regulation;  inter¬ 
ested  persons  were  afforded  an  oppor¬ 
tunity  to  submit  information  and  views 
at  this  meeting;  the  recommendation 
and  supporting  information  for  regula¬ 
tion  during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart¬ 
ment  after  such  meeting  was  held;  the 
provisions  of  this  regulation.  Including 
its  effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com¬ 
mittee,  and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such  In¬ 
terior  grapefruit;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  herein  specified;  and  compli¬ 
ance  with  this  regulation  will  not  require 
any  special  preparation  on  the  pait  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  November  6, 1973. 

(b)  Order.  (1)  The  quantity  of  grape¬ 
fruit  grown  in  the  Interior  District  which 
may  be  handled  during  the  period  No¬ 
vember  12,  1973,  through  November  18, 
1973,  Is  hereby  fixed  at  200,000  standard 
packed  boxes. 

(2)  As  used  in  this  section,  “handled,” 
“Interior  District,”  “grapefruit,”  and 
“standard  packed  box”  have  the  same 
meaning  as  when  used  In  said  marketing 
agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  X7  8C. 
601-874) 

Dated:  November  7, 1973. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Service. 

[FR  Doc.73-24037  Piled  11-8-73:8:45  am] 


PART  982— HANDLING  OF  FILBERTS 
GROWN  IN  OREGON  AND  WASHINGTON 

Expenses  of  the  Filbert  Control  Board,  and 

Rate  of  Assessment,  for  the  1973-74 

Fiscal  Year 

Notice  was  published  in  the  October  24, 
1973,  issue  of  the  Federal  Register  (38 
FR  29337)  regarding  proposed  expenses 
of  the  Filbert  Control  Board,  and  rate  of 
assessment,  for  the  1973-74  fiscal  year. 
The  proposal  was  under  §§  982.60  and 
982.61  of  the  marketing  agreement,  as 
amended,  and  Order  No.  982,  as  amended 
(7  CTR  Part  982),  regulating  the  han¬ 
dling  of  filberts  grown  in  Oregon  and 
Washington.  *The  marketing  agreement 
and  order  are  effective  under  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601-674). 

The  total  expenses  proposed  in  the  no¬ 
tice  were  $34,835  and  the  assessment  rate 
proposed  was  0.20  cent  per  pound  of 
assessable  filberts. 

The  notice  afforded  interested  persons 
an  opportunity  to  submit  written  data, 
views,  or  arguments  with  respect  to  the 
proposal.  None  were  received. 

After  consideration  of  all  relevant  mat¬ 
ter  presented,  including  that  in  the  no¬ 
tice,  the  information  and  recommenda¬ 
tion  submitted  by  the  Filbert  Control 
Board,  and  other  available  information,  it 
is  found  that  the  expenses  of  the  Filbert 
Control  Board,  and  rate  of  assessment, 
for  the  fiscal  year  beginning  August  1, 
1973,  shall  be  contained  in  a  new  S  982.318 
in  Subpart — Operating  Reserve  Fund; 
Budget  of  Expenses  and  Rate  of  Assess¬ 
ment  (7  CFR  982.300,  982.317) . 

It  is  further  found  that  good  cause 
exists  for  not  postponing  the  effective 
time  of  this  action  until  30  days  after 
publication  in  the  Federal  Register  (5 
U.S.C.  553)  in  that;  (1)  The  relevant 
provisions  of  the  marketing  agreement 
and  this  part  require  that  the  rate  of 
assessment  fixed  for  a  particular  fiscal 
year  shall  be  applicable  to  all  assessable 
filberts  from  the  beginning  of  such  year; 
and  (2)  the  current  fiscal  year  began  on 
August  1,  1973,  and'the  rate  of  assess¬ 
ment  herein  fixed  will  automatically 
apply  to  all  such  assessable  filberts  begin¬ 
ning  with  that  date. 

Section  982.318  reads  as  follows; 

§  982.318  Expenses  of  the  Filbert  C<tn> 
trol  Board  and  rate  of  assessment  for 
the  1973—74  fiscal  year. 

(a)  Expenses.  Expenses  in  the  amount 
of  $34,835  are  reasonable  and  likely  to  be 
Incurred  by  the  Filbert  Control  Board 
during  the  fiscal  year  beginning  Au¬ 
gust  1,  1973,  for  its  maintenance  and 
fimctioning  and  for  such  purposes  as  the 
Secretary  may,  pursuant  to  the  provi¬ 
sions  of  this  part,  determine  to  be  ap¬ 
propriate. 

(b)  Rate  of  assessment.  Tlie  rate  of 
assessment  for  said  fiscal  year,  payable 
by  each  handler  in  accordance  with 
§  982.61,  is  fixed  at  0.20  cent  per  pound 
of  filberts. 
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(Secs.  1-19,  48  Stat.  31,  as  amended;  7  UJ3.C. 
601-674.) 

Dated:  November  6, 1973. 

Charles  R.  Braser. 
Deputy  Director, 
Fruit  and  Vegetable  Division. 
[FR  Doc.78-23904  Plied  ll-8-73;8:45  am] 


CHAPTER  XVIII— FARMERS  HOME  AD¬ 
MINISTRATION,  DEPARTMENT  OF 
AGRICULTURE 

SUBCHAPTCR  B — LOANS  AND  GRANTS 
PRIMARILY  FOR  REAL  ESTATE  PURPOSES 

(FHA  Instruction  444.1  ] 

PART  1822 — RURAL  HOUSING  LOANS 
AND  GRANTS 

Subpart  A — Section  502  Rural  Housing 
L^n  Policies,  Procedures,  and  Authori¬ 
zations 

Deletion 

In  7  CFR  1822.1  (35  PR  14901),  refer¬ 
ence  to  Part  1890a  is  hereby  delete.  Part 
1890a  Is  being  deleted  from  the  Code  of 
Federal  Regulations. 

Effective  date.  This  deletion  becomes 
effective  on  November  9, 1973. 

(42  UJS.C.  1480;  delegation  ot  authority  by 
the  Sec.  of  Agrl..  38  FR  14944,  14948,  7  CFR 
2.23;  delegation  of  authority  by  the  Asst. 
Bee.  for  Rural  Development,  38  FR  14944, 
14852,  7  CFR  2.70.) 

Dated:  November  5, 1973. 

Frank  B.  Elliott, 
Administrator, 

Farmers  Home  Administration, 
[FR  Doc.73-23919  FUed  ll-8-73;8:46  am] 


[FHA  Instruction  444.3] 

PART  1822 — RURAL  HOUSING  LOANS 
AND  GRANTS 

Subpart  B — Section  504  Rural  Housing 
Loan  Policies,  Procedures  and  Authori¬ 
zations 

Deletion 

In  7  CFR  1822.21  (38  PR  12901) ,  refer¬ 
ence  to  Part  1890a  is  hereby  deleted. 
Part  1890a  Is  being  deleted  from  the  Code 
ci  Federal  Regulations. 

Effective  date.  This  deletion  becomes 
effective  on  November  9,  1973. 

(42  UR.C.  1480;  delegation  of  authority  by 
the  Sec.  of  AgrU  38  FR  14944.  14948.  7  CFR 
2.23;  delegation  of  authority  by  the  Asst. 
Sec.  for  Rural  Development.  38  FR  14944. 
14952,  7  CFR  2.70.) 

Dated;  November  5. 1973. 

Frank  B.  Eluott, 
Administrator, 

Farmers  Home  Administration. 
[FR  Doc.73-23920  PUed  ll-8-73;8:46  am] 


SUBCHAPTER  6— MISCELLANEOUS 
REGULATIONS 

[AL-98  (440)] 

PART  1890a — LOANS  TO  POULTRYMEN 
Deletion  of  Part 

Part  1890a,  Loans  to  Poultrymen,  (37 
FR  14688),  is  deleted  from  Chapter 
XVIU  of  Title  7  of  the  Code  of  Federal 


Regulations.  The  regulations  provided 
guidelines  for  loans  to  t>oultrymen.  These 
guidelines  are  no  longer  required  because 
the  authorities  for  Loans  to  Poultrymen 
are  Included  in  Parts  1821  and  1831  of 
Chsqiter  XVm,  Title  7  of  the  CFR.  In 
accordance  with  5  U.S.C.  553  it  is  unnec¬ 
essary  to  publish  notice  of  proposed  rule- 
making  because  these  guidelines  are  pro¬ 
vided  for  elsewhere  in  the  CFR.  This 
deletion,  therefore,  only  does  away  with 
unnecessary  duplication  in  the  present 
regulations. 

Effective  date.  This  deletion  shall  be 
effective  on  November  9.  1973. 

(7  UJS.C.  1989;  42  UB.C.  1480;  40  UJS.C.  442; 
42  UJS.C.  2942;  delegation  of  authority  by  the 
Sec.  of  Agii.,  38  FR  14944,  14948,  7  CFR  2.23; 
delegation  of  authority  by  the  Asst.  Sec.  for 
Rviral  Develc^ment,  38  FR  14944,  14952,  7 
CFR  2.70;  delegations  of  authority  by  Dtr., 
OEO,  29  FR  14764,  33  FR  9850.) 

Dated:  November  5.  1973. 

Prank  B.  Elliott, 
Administrator, 

Farmers  Home  Administration. 

[FR  Doc.73-23931  FUed  ll-8-73;8:45  am] 

Title  12 — Banks  and  Banking 

CHAPTER  V— FEDERAL  HOME  LOAN 
BANK  BOARD 

[No.  73-1653] 

PART  523— MEMBERS  OF  BANKS 
Liquid  Assets 

November  2,  1973. 

The  Federal  Home  Loan  Bank  Board 
considers  it  desirable  to  amend  fi  523.10 
of  the  Regulations  for  the  Federal  Home 
Loan  Bank  System  (12  CFR  523.10)  by 
revising  paragraph  (g)  (4)  thereof  in  or¬ 
der  to  authorize  certain  time  depiosits  in 
an  insured  bank  held  subject  to  a  re¬ 
purchase  agreement  to  be  counted  as 
liquidity.  The  Board  wishes  to  make  this 
change  because  it  is  of  the  opinion  that 
this  will  provide  additional  flexibility  in 
maintaining  liquidity  requirements. 

Accordingly,  the  Federal  Home  Loan 
Bank  Board  hereby  amends  said  i  523.10 
by  revising  paragraph  (g)  (4)  thereof  to 
read  as  set  forth  below,  effective  Novem¬ 
ber  9,  1973. 

Since  the  above  amendment  to  para¬ 
graph  (g)  (4)  of  9  523.10  relieves  restric¬ 
tion,  the  Board  hereby  flnds  that  notice 
and  public  procedure  with  respect  to  said 
amendment  is  unnecessary  under  the 
provisions  of  12  CFR  508.11  and  5  UB.C. 
553(b) ;  and  publication  of  said  amend¬ 
ment  for  the  30-day  period  specified  in 
12  CFR  508.14  and  5  UJS.C.  553(d)  prior 
to  the  effective  date  of  said  amendment 
would  in  the  opinion  of  the  Board  like¬ 
wise  be  unnecessary  for  the  same  reason. 

§  523.10  Definitkms. 

#  •  •  #  • 

(g)  •  •  • 

(4)  Time  deposits  in  an  insured  bank 
(including  such  time  deposits  held  sub¬ 
ject  to  a  repurchase  agreemmt),  if: 

(i)  the  total  of  all  time  deposits  of 
the  same  member  in  the  same  bank  does 
not  exceed  the  greater  of  (a)  one-fourth 


of  1  percent  of  the  total  deposits  of  such 
bank  (calculated  on  the  basis  of  total 
deposits  of  such  bank  as  shown  by  its 
last  published  statement  of  condition 
preceding  the  date  each  time  deposit  is 
made  or  acquired  by  a  member),  or  (b) 
$20,000; 

(ii)  no  consideration,  other  than  dis¬ 
counting  to  a  current  market  rate  of 
interest,  is  received  by  the  member  frcHn 
a  third  party  in  connection  with  the  mak¬ 
ing  or  acquiring  of  such  deposits  by  the 
member;  and 

(ili)  the  remaining  periods  to  matu¬ 
rity  of  such  deposits  are  not  more  than 
1  year  and  such  deposits  are  negotiable, 
or,  in  the  case  of  time  deposits  which  may 
not  be  withdrawn  without  'notice,  the 
notice  periods  do  not  exceed  90  days; 

•  •  •  •  • 

(Sec.  SB,  47  Stst.  737,  as  added  by  sec.  4,  80 
Stat.  824,  as  amended  by  Pub.  L.  91-151,  sec. 
2(b),  83  Stat.  371;  sec.  17,  47  Stat.  736.  as 
amended;  12  UB.C.  142Sb,  1437.  Reorg.  Flan 
No.  3  of  1947,  12  FR  4981,  3  CFR,  1943-48 
Comp.,  p.  1071.) 

By  the  Federal  Home  Loan  Bank 
Board. 

[seal]  Eugene  M.  Herrin, 

Assistant  Secretary. 

[FR  Doc.73-23953  FUed  ll-B-73;8:4e  am] 

Title  14 — Aeronautics  and  Space 
[Docket  No.  73-NK-29;  Arndt.  39-1742] 

CHAPTER  I— FEDERAL  AVIATION  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

PART  39— AIRWORTHINESS  DIRECTIVES 
General  Electric  Aircraft  Engines 

Amendment  39-855  (34  FR  15467),  AD 
69-20-8,  requires  the  Inspection  of  the 
first  and  second  stage  turbine  discs  for 
cracks  and  minimum  radius  with  re¬ 
quired  replacement  of  those  discs  not 
meeting  the  specified  criteria.  After  is¬ 
suing  Amendment  39-855,  due  to  service 
experience,  the  agency  determined  the 
ne^  for  the  adoption  of  an  Improved  in¬ 
spection  technique  for  both  the  first  and 
second  stage  turbine  discs  together  with 
both  a  reduction  of  the  total  cyclic  life 
and  a  revision  of  the  present  inspection 
schedule  for  the  first  stage  turbine  discs. 
The  new  inspection  schedule  provides  for 
the  initial  inspection  of  the  first  stage 
disc  within  10  cycles  with  the  exception 
of  those  discs  with  less  than  2,300  total 
cycles  that  had  been  previously  inspected 
in  accordance  with  the  present  method. 
As  to  those  discs,  the  initial  inspection 
must  be  accomplished  within  800  cycles 
after  the  date  of  the  previous  inspection. 
While  the  new  inspection  technique  is 
being  made  applicable  to  both  first  and 
and  second  stage  discs,  the  inspectiem 
schedule  for  the  second  stage  turbine  disc 
remains  unchanged  from  that  presently 
contained  in  Amendment  39-855.  The  re¬ 
duction  in  the  cyclic  life  of  first  stage 
turbine  dis(»  is  from  4,100  cycles  to  3,100 
cycles  and  is  based  on  a  recent  analysis 
of  updated  stress  concentration  factors. 
Since  these  modifications  are  quite  ex¬ 
tensive  in  nature,  a  new  airworthiness 
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directive  is  being  issued  superseding  AD 
69-20-«. 

Since  a  situation  exists  that  requires 
immediate  adoption  of  this  regulation. 
It  is  foimd  that  notice  and  public  proce¬ 
dure  hereon  are  impracticable  and  good 
cause  exists  for  making  this  amendment 
effective  in  less  than  thirty  (30)  days. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR  11.89) , 
S  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  is  amended  by  adding  the 
following  new  airworthiness  directive: 

General  Electric.  Applies  to  Models  CJ610- 
1,  -4,  -S,  -6  and  J86-OB-17B  turbojet 
and  CF700-2C  tiurbofan  engines. 

CompUanoe  required  as  Indicated. 

1.  Inspect  first  stage  turbine  discs,  F/N 
634E683P4  and  P/M  6a4E383P4T  (Wheel  As> 
sembly  P/N  841B600P6),  for  cracks  and  a 
minimum  radius  of  .016  Inch  In  the  forward 
rabbet  radius  and  for  cracks  and  a  minimum 
radius  of  .020  Inch  In  the  aft  rabbet  radius 
In  accordance  with  the  following  schedule. 
Use  the  procedures  outlined  In  General  Elec¬ 
tric  Alert  Service  BuUetln  No.  (CJ610)  A72- 
70,  Addendum  No.  1  or  (CF700)  A72-70,  Ad¬ 
dendum  No.  1,  or  later  FAA  approved 
revision  or  equivalent  Inspection  method  ap<f 
proved  by  the  Chief,  Engineering  and  Manu¬ 
facturing  Branch,  New  England  Region,  Fed¬ 
eral  Aviation  Administration. 

a.  Inspect  turbine  discs  with  2,300  or  more 
total  cycles  on  the  effective  date  of  this  AD, 
In  accordance  with  G.E.  Alert  Service  Bulle¬ 
tin  No.  (CJ610)  A72-70  Addendum  No.  1  or 
(CF700)  A72-70  Addendum  No.  1  within  the 
next  10  cycles  (If  not  previously  Inspected  In 
accordance  with  G.E.  Alert  S3.  A72-70) 
or  within  the  next  60  cycles  If  previously  in¬ 
spected  In  accordance  with  G  3.  Alert  Service 
Bulletin  A72-70. 

b.  In^ct  turbine  discs  with  less  than 
2,300  total  cycles  on  the  effective  date  of 
this  AD,  in  accordance  with  G3.  Alert  Service 
Bulletin  No.  (CJ610)  A72-70  Addendum  No.  1 
or  (CF700)  A72-70  Addendum  No.  1  prior 
to  the  accumulation  of  2310  cycles  or  every 
800  cycles  since  last  Inspection,  whichever 
comes  later,  If  discs  have  been  previously  In¬ 
spected  in  accordance  with  G.E.  Alert  Service 
Bulletin  A72-70. 

2.  Remove  from  service  all  first  stage  tur¬ 
bine  discs  in  accordance  with  the  following 
schedule. 

a.  Remove  turbine  discs  with  3,090  or  less 
total  cycles  on  the  effective  date  of  this  AD, 
from  service  priw  to  the  accumulation  of 
3,100  cycles. 

b.  Remove  turbine  discs  with  more  than 
3,090  total  cycles  on  the  effective  date  of  the 
AD,  from  service  prior  to  the  accumulation  of 
10  additional  cycles. 

3.  Inspect  second  stage  turbine  discs,  P/N 
646C696P1,  for  cracks  and  a  minimum  radius 
of  .020  Inch  In  the  forward  rabbet  radius  In 
accordance  with  the  following  schedule.  Use 
the  procedures  outlined  In  General  Electric 
Alert  Service  Bulletin  No.  (CJ610)  A72-80, 
Addendum  No.  1,  or  (CF700)  A72-80,  Adden¬ 
dum  No.  1,  or  later  FAA  approved  revision  or 
equivalent  Inspection  method  approved  by 
the  Chief,  Engineering  and  Manufacturing 
Branch,  New  England  Region,  Federal  Avia¬ 
tion  Administration. 

a.  Inspect  turbine  discs  with  2,800  or  more 
cycles  on  the  effective  date  of  this  AD,  In 
accordance  with  General  Electric  Alert  Serv¬ 
ice  Bulletin  No.  (CJOlO)  A72-80,  Addendum 
No.  1,  or  (CP700)  A72-80,  Addendum  No.  1, 
within  the  next  10  cycles. 

b.  Inspect  turbine  discs  with  2,201  or  more 
cycles  on  the  effective  date  of  this  AD,  In  ac¬ 
cordance  with  General  Electric  Alert  Service 
Bulletin  No.  (CJOlO)  A72-80,  Addendum  No. 


1,  or  (CF700)  A72-ao,  Addendum  No.  1,  within 
the  next  100  cycles  or  at  2,810  cycles  which¬ 
ever  occurs  first. 

c.  Inspect  turbine  discs  with  2300  or  less 
cycles  on  the  effective  date  of  this  AD,  In  ac¬ 
cordance  with  General  Electric  Alert  Service 
Bulletin  No.  (CJOlO)  A72-80,  Addendum  No. 
1,  or  (CF700)  A72-60,  Addendum  No.  1,  at 
first  overhaul  or  at  2,300  cycles  whichever 
occurs  first. 

4.  For  the  purposes  of  this  AD,  a  cycle  is 
defined  as  that  set  forth  in  the  subject  Alert 
Service  Bulletins. 

6.  Discs  with  less  than  the  specified  radius 
or  which  exhibit  the  specified  polnt-tirpe 
fiuorescent  Indications  or  cracks  are  to  be 
replaced  with  like  parts  which  meet  the 
specified  minima  for  radii  and  criteria  for 
size  and  location  of  point-type  fiuorescent 
Indications  and  cracks. 

This  supersedes  Amendment  39-855 
(34  FR  15467) ,  AD  69-20-8. 

This  amendment  becomes  effective 
November  20, 1973. 

(Secs.  313(a),  601,  603,  Federal  Aviation  Act 
of  1968,  49  UJ3.C.  1354(a),  1421,  1423;  section 
6(0),  Department  of  Tran^rtatlon  Act  49 
XJB.C.  1666(c).) 

Issued  In  Burlington,  Massachusetts, 
on  October  30, 1973. 

Ferris  J.  Howland, 

Director,  New  England  Region. 

(FR  Doc.73-23894  Filed  ll-8-73;8:46  am] 

[Docket  No.  73-EA-94;  Arndt.  39-1738] 

PART  39-nAIRWORTHiNESS  DIRECTIVES 
Lycoming  Aircraft  Engines 

Correction 

In  FR  Doc.  73-22919,  appearing  on 
page  29803  in  the  Issue  of  Monday,  Oc¬ 
tober  29, 1973,  the  agency  designation  in 
brackets  should  read  as  set  forth  above. 


(Airspace  Docket  No.  73-WA-12] 

PART  71— DESIGNATION  OF  FEDERAL 

AIRWAYS,  AREA  LOW  ROUTES.  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 

POINTS 

Designation  of  Terminal  Control  Area  at 
Seattle,  Washington 

On  June  29, 1973,  a  notice  of  proposed 
rulemaking  (NPRM)  was  published  in 
the  Federal  Register  (38  FR  17250), 
stating  that  the  Federal  Aviation  Ad¬ 
ministration  (FAA)  was  considering  an 
amendment  to  Part  7l  of  the  Federal 
Aviation  Regulations  Hiat  would  desig¬ 
nate  a  Group  n  Terminal  Control  Area 
(TCA)  for  Seattle,  Wash. 

Interested  persons  were  afforded  an 
opportunity  to  participate  in  the  pro¬ 
posed  rulemaking  through  the  sifbmis- 
sion  of  comments.  Four  comments  were 
received  in  response  to  this  proposal. 
Two  comments  either  supported  or  had 
no  objection  to  the  proposal. 

One  of  the  commenters  based  his  ob¬ 
jection  on  a  newspaper  article  that  did 
not  outline  the  proposal  in  sufficient  de¬ 
tail.  Since  this  objection  was  based  on  a 
misunderstanding,  it  must  be  considered 
invalid. 

The  other  commentator  was  opposed 
to  the  TCA,  pointing  out  that  there  has 
never  been  a  collision  between  an  air¬ 
lines  and  a  general  aviation  aircraft  in 


the  Seattle  area.  He  further  objected  to 
the  cost  involved  particularly  for  instal¬ 
lation  of  the  transponders  and  to  the 
Increase  in  required  manpower.  In  addi¬ 
tion,  the  commentator  objected  that  the 
TCA  would  include  the  Seattle-Tacoma 
Airport  which  is  used  by  many  aircraft 
as  an  airport  of  entry  pointing  out  that 
Seattle-Tacoma  is  the  only  airport  in 
the  area  which  has  custom  officers  based 
on  the  field. 

The  decision  to  establish  a  TCA  at 
Seattle  was  the  result  of  separate  rule- 
making  action  (Amendment  71-6)  35  FR 
7782,  and  is  predicated  upon  airport 
traffic  and  the  need  for  a  safer  environ¬ 
ment  in  specified  congested  terminal 
areas. 

The  balance  between  the  cost  in¬ 
volved  and  the  safely  to  be  achieved  was 
also  discussed  in  the  same  rulemaking 
action.  As  to  the  need  for  additional 
manpower,  past  experi^ce  at  existing 
TCA  locations  indicate  that  no  additional 
controllers  are  required  as  a  result  of 
establishing  TCAs.  Regarding  customs 
services,  while  it  is  true  that  the  Seattle- 
Tacoma  Airport  is  the  only  airport  in  the 
area  where  customs  officers  are  based  on 
the  field,  customs  service  is  available  at 
Boeing  International  Airport  at  no  cost 
to  the  user,  Monday  throuedi  Saturday 
and  at  other  times  on  a  cost  shared  over¬ 
time  basis.  Elsewhere  there  are  airports 
available  where,  with  one  hour  advance 
notice,  aircraft  inbound  from  Canada 
may  obtain  customs  service.  While  cus- 
t<Hns  service  at  these  other  airports  may 
not  be  as  convenient  for  some  pilots,  it 
is  available. 

In  consideration  of  the  foregoing.  Part 
71  of  the  Federal  Aviation  Regulations 
is  amended,  effective  0901  G.m.t.,  Jan¬ 
uary  31,  1974,  as  hereinafter  set  forth. 

In  §  71.401  (b)  (38  FR  622) ,  the  follow¬ 
ing  Seattle,  Wash.,  Group  II  Terminal 
Control  Area  is  added: 

Seattlx,  Wash.,  Terminal  Control  Area 

Primary  Airport.  Seattle  Tacoma  Interna¬ 
tional  Airport  (Lat.  47°26'6e"  N.,  Long. 
122*18'28''  W.). 

Boundaries.  (Based  on  Seattle  VORTAC 
(SEA)  (Lat.  47*26'08''  N.,  Long.  122*18'30" 
W.)  arcs,  DME  distances,  and  radlals.) 

Area  A.  That  airspace  extending  upward 
from  the  surface  to  and  including  7,000  feet 
MSL  within  an  area  bounded  by  a  line  be¬ 
ginning  at  the  4-mile  DME  point  on  the  SEA 
012*  radial  thence  south  along  the  012*  radial 
to  and  clockwise  along  a  2-mile  arc  to  and 
southeast  along  the  163*  radial  to  and  clock¬ 
wise  along  a  6-mile  arc  to  and  north  along 
the  192*  radial  to  and  clockwise  along  a  2- 
mile  arc  to  and  northwest  along  the  342* 
radial  to  and  clockwise  along  a  4-mile  arc  to 
the  point  of  beginning. 

Area  B.  That  airspace  extending  upward 
from  1,100  feet  MSL  to  and  including  7,000 
feet  MSL  beginning  at  the  6-mile  DME  point 
on  the  SEA  007*  radial,  thence  south  along 
the  007*  radial  to  and  counterclockwise  along 
a  4-mile  arc  to  and  north  along  the  346* 
radial  to  and  clockwise  along  a  6-mile  arc  to 
the  point  of  beginning. 

Area  C.  That  airspace  extending  upward 
from  1,600  feet  MSL  to  and  including  7,000 
feet  MSL  within  an  area  bounded  by  a  line 
beginning  at  the  6-mile  DME  point  on  the 
SEA  163*  radial,  thence  south  along  the  163* 
radial  to  and  clockwise  along  an  11-mlle  arc 
to  and  north  along  the  192*  radial  to  and 
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counterclockwise  along  the  S-mlle  arc  to  the 
point  of  beglimlng. 

Area  D.  That  aiispaoe  extending  upward 
from  1,800  feet  MSL  to  and  Including  IfiOO 
feet  klSL  within  an  area  bounded  by  a  line 
beginning  at  the  12-imlle  DMS  point  on  the 
SSA  007*  radial,  thence  south  along  the  007* 
radial  to  and  counterclockwise  along  a  6-mlle 
arc  to  and  northwest  along  the  342*  radial 
to  and  clockwise  along  the  12-mlle  arc  to 
the  point  of  beginning. 

Area  E.  That  airspace  extending  upward 
from  3,000  feet  MSL  to  and  Including  7,000 
feet  MSL  within  an  area  bounded  by  a  line 
beginning  at  the  18-mlle  DME  point  on  the 
SEA  007°  radial,  thence  south  along  the  007* 
radial  to  and  counterclockwise  along  a  12* 
mile  arc  to  and  southeast  along  the  342* 
radial  to  and  clockwise  along  a  6-mile  arc  to 
and  southeast  along  the  346*  radial  to  and 
counterclockwise  along  a  4-mile  arc  to  and 
southeast  along  the  342*  radial  to  and 
coimterclodiwise  along  a  2-mlle  arc  to  and 
south  along  the  192*  radial  to  and  counter¬ 
clockwise  along  an  11-mile  arc  to  and  north¬ 
west  along  the  163*  radial  to  and  counter¬ 
clockwise  along  a  S-mile  arc  to  and  southeast 
along  the  137*  radial  to  and  clockwise  along 
a  15-mlle  arc  to  and  north  along  the  185* 
radial  to  the  14-mile  DME  point,  thence  di¬ 
rect  to  the  15-mile  DMB  point  on  the  257* 
radial,  thence  clockwise  along  a  15-mlle  arc 
to  and  northwest  along  the  312*  radial  to  and 
clockwise  along  an  18-mlle  arc  to  the  point 
of  beginning;  and  that  airspace  within  an 
area  botmded  by  a  line  beginning  at  the  12- 
mlle  DME  point  on  the  032*  radial,  thence 
southwest  along  the  032*  radial  to  and 
counterclockwise  along  the  8-mlle  arc  to  and 
north  along  the  007*  radial  to  and  clockwise 
along  the  13-mile  arc  to  the  point  of  be¬ 
ginning. 

Area  F,  That  airspace  extending  upward 
from  4.000  feet  MSL  to  and  including  7.000 
feet  MSL  within  an  area  bounded  by  a  line 
beginning  at  the  5-mlle  DME  point  on  the 
SEA  123*  radial,  thenoe  southeast  along  the 
123*  radial  to  and  clockwise  along  a  15- 
mlle  arc  to  and  northwest  alcmg  the  137* 
radial  to  and  counterclockwise  along  a  15- 
mile  arc  to  the  point  of  beginning;  and  that 
airspace  within  an  area  bounded  by  a  line 
beginning  at  the  15-mlle  DME  point  on  the 
SEA  137*  radial,  thence  southeast  along  the 
137*  radial  to  and  clockwise  along  an  18-mlle 
arc  to  and  north  along  the  185*  radial  to  and 
counterclockwise  along  a  15-mlle  arc  to  the 
point  of  beginning. 

Area  G.  That  airspace  extending  upward 
from  5,000  feet  MSL  to  and  including  7,000 
feet  MSL  wrlthin  an  area  bounded  by  a  line 
beginning  at  the  22-mlle  DME  point  on  the 
SEA  032*  radial,  thence  south  along  the  032* 
radial  to  and  counterclockwise  alcmg  a  12- 
mile  arc  to  and  north  along  the  007*  radial  to 
and  counterclockwise  along  the  18-mlle  arc 
to  and  northwest  along  the  312*  radial  to  and 
clockwise  along  the  22-mlle  arc  to  the  point 
of  beginning;  and  that  airspace  within  an 
area  bounded  by  a  line  be^nnlng  at  the 
15-mlle  DME  point  on  the  123*  radial,  thence 
southeast  along  the  123*  radial  to  and  clock¬ 
wise  along  an  18-mlle  arc  to  and  northwest 
along  the  137*  radial  to  and  counterclock¬ 
wise  along  a  15-mlle  arc  to  the  point  of 
beginning. 

(Sec.  307(a),  Federal  Aviation  Act  of  1958, 
49  ITE.C.  1348(a);  sec.  6(c),  Department  of 
TransportatlCHi  Act,  49  UE.C.  1656(c).) 

Issued  In  Washington,  D.C.,  on  Octo¬ 
ber  31. 1973. 

H.  B.  Hxlstkoic. 

Chief.  Airspace  and  Air 
Traffic  Rules  Division. 

[FB  Doe.73-23896  Filed  ll-a-T3;8:46  am] 
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[Airspace  Docket  No.  73-WA-42] 

PART  71 — DESIGNATION  OF  FEDERAL 

AIRWAYS,  AREA  LOW  ROUTES.  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 

POINTS 

Redesignation  of  Reporting  Point 

Hie  purpose  of  this  amendment  to  Part 
71  of  the  Federal  Aviation  Regulations 
is  to  redesignate  the  Idaho  INT  report¬ 
ing  pKiint. 

The  Mona  Island,  P.R.,  RBN  was  de¬ 
commissioned  August  24, 1973,  and  there¬ 
fore  can  no  longer  be  used  as  an  air 
navigation  aid  upon  which  to  predicate 
the  Idaho  reporting  point.  The  San  Juan. 
P.R.,  VORTAC  296»  T  (304’  M)  radial 
overlies  the  Idaho  INT  and  can  be  used 
in  its  designation.  Such  action  is  taken 
herein. 

Since  designation  of  reporting  points 
is  a  minor  matter  upon  which  the  public 
would  not  have  particular  reason  to  com¬ 
ment,  notice  and  public  procedure 
thereon  are  unnecessary. 

In  consideration  of  the  foregoing.  Part 
71  of  the  Federal  Aviation  Regulations  is 
amended  effective  0901  G.m.t.,  January  3, 
1974,  as  hereinafter  set  forth. 

Section  71.209  (38  FR  616) ,  is  amended 
as  follows:  “Idaho  INT:  INT  Ramey 
AFB,  P.R.,  326*  radials,  Mona  Island, 
P.R.,  RBN  012*  bearing.”  is  deleted  and 
“Idaho  INT:  INT  Ramey  AFB,  P.R..  326* 
and  San  Juan.  P.R.  296*  radials.”  is 
substituted  therefor, 

(Sec.  307(a),  Federal  Aviation  Act  of  1958, 
49  U.S.C.  1348(a);  sec.  6(c).  Department  of 
Transportation  Act,  49  U5.C.  1655(c).) 

Issued  in  Washington,  D.C.,  on  Novem¬ 
ber  1,  1973. 

Claude  Featherstone, 

Acting  Chief,  Airspace  and  Air 
Traffic  Rules  Division. 

[FR  Doc.73-23895  Filed  ll-8-73;8:45  am) 


[Docket  No.  13293;  Arndt.  No.  889] 

PART  97— STANDARD  INSTRUMENT 
APPROACH  PROCEDURES 

Recent  Changes  and  Additions 

This  amendment  to  Part  97  of  the 
Federal  Aviation  Regulations  incorpo¬ 
rates  by  reference  therein  changes  and 
additions  to  the  standard  instrument  ap¬ 
proach  procedures  (SIAP’s)  that  were 
recently  adopted  by  the  Administrator  to 
promote  safety  at  the  airports  concerned. 

The  complete  SIAP’s  for  the  changes 
and  additions  covered  by  this  amendment 
are  described  in  FAA  Forms  3139,  8260-3, 
8260-4,  or  8260-5  and  made  a  part  of  the 
public  rule  making  dockets  of  the  FAA  in 
accordance  with  the  procedures  set  forth 
in  Amendment  No.  97-696  (35  FR  5609). 

SIAP’s  are  available  for  examination 
at  the  Rules  Docket  and  at  the  National 
Flight  Data  Center,  Federal  Aviation  Ad¬ 
ministration,  800  Independence  Avenue 
SW..  Washington,  D.C.  20591.  Copies  of 
SIAP’s  adopted  in  a  particular  region  are 
also  available  for  examination  at  the 
headquarters  of  that  region.  Individual 
copies  of  SIAP’s  may  be  purchased  from 
t^  FAA  Public  Document  Inspection 


Facility,  H(3-405,  800  Ind^ndence  Ave¬ 
nue  SW.,  Washington,  D.C.  20591  or  from 
the  applicable  FAA  regional  ofBce  in  ac¬ 
cordance  with  the  fee  schedule  pre¬ 
scribed  in  49  CFR  7.85.  This  fee  is  pay¬ 
able  in  advance  and  may  be  paid  by 
check,  draft,  or  postal  money  order  pay¬ 
able  to  the  Treasurer  of  the  United 
States.  A  weekly  transmittal  of  all  SIAP 
changes  and  additions  may  be  obtained 
by  subscription  at  an  annual  rate  of  $150 
per  annum  from  the  Superintendent  of 
Documents,  U.S,  Gtovemment  Printing 
OflBce,  Washington,  D.C,  20402.  Addi¬ 
tional  copies  mailed  to  the  same  address 
may  be  ordered  for  $30  each. 

Since  a  situation  exists  that  requires 
immediate  adoption  of  this  amendment, 

I  find  that  further  notice  and  public 
procedure  hereon  is  impracticable  and 
good  cause  exists  for  making  it  effective 
in  less  than  30  days. 

In  consideration  of  the  foregoing.  Part 
97  of  the  Federal  Aviation  Regulations 
is  amended  as  follows,  effective  on  the 
dates  specified: 

1.  Section  97.23  is  amended  by  origi¬ 
nating,  amending,  or  canceling  the  fol¬ 
lowing  VOR-VOR/DME  SIAP’s,  effective 
December  20, 1973: 

Glasgow,  Mont. — Glasgow  International  Air¬ 
port,  VOR  Runway  12.  Admt.  1. 

Glasgow,  Mont. — Glasgow  International  Air¬ 
port,  VOR  Runway  30.  Arndt.  1. 

Maxton,  N.C. — ^Laurlnbxu'g-Maxton  Airport, 
VOR/DME-A,  Arndt.  1. 

Newton,  Kans. — ^Newton-City-Ck>unty  Air¬ 
port,  VOR/DME  Runway  35,  Arndt.  3. 
Pueblo,  Colo. — Pueblo  Memorial  Airport, 
VOR  Runway  26R,  Arndt.  16. 

Roseburg,  Oreg. — ^Roseburg  Municipal  Air¬ 
port.  VOR  A.  Arndt.  1. 

•  •  •  effective  October  29.  1973: 

St.  ClalrsvUle,  Oblo — Alderman  Field,  VOR- 
A,  Arndt.  7.  Canceled. 

2.  Section  97.25  is  amended  by  origi¬ 
nating,  amending,  or  canceling  the  fol¬ 
lowing  SDF-LOC-LDA  SIAP’s,  effective 
December  20,  1973 : 

Cordova,  Alaska — (Jordova  Mile  13  Airport, 
LOC/DME  Runway  27,  Arndt.  7. 

Pueblo.  Colo. — Pueblo  Memorial  Airport, 
LCXl  (BCl  Runway  2SR,  Arndt.  8. 
Waukegan,  Ill. — Waukegan  Memorial  Airport, 
LOC  (BC)  Runway  6,  Original. 

3.  Section  97.27  is  amended  by  origi¬ 
nating,  amending,  or  canceling  the  fol¬ 
lowing  NDB/ADF  SIAP’s,  effective  De¬ 
cember  20,  1973: 

Augusta,  Ga. — Bush  Field,  NDB  Runway  35, 
Arndt.  20. 

Beatrice,  Nebr. — Beatrice  M\inlclpal  Airport, 
NDB  Runway  13,  Arndt.  1. 
Carbondale-Murphysboro.  Dl. — Southern  lUl- 
nols  Airport,  NDB-A,  Original. 
Carbondale-Murphysboro,  m. — Southern  nu- 
nols  Airport,  NDB  Runway  6.  Arndt.  1. 
Carbondale-Murphysboro,  Dl. — Southern  lUl- 
nolB  Airport,  NDB  (ADF)  Rimway  18,  Arndt. 
2,  Canceled. 

Fort  Scott,  Kans. — Fort  Scott  Municipal  Air¬ 
port,  NDB  Runway  17,  Arndt.  3. 

Glasgow,  Mont. — Glasgow  International  Air¬ 
port,  NDB  Runway  12,  Arndt.  2. 

Glasgow,  Mont. — Glasgow  International  Alr- 
I>ort,  NDB  Rimway  30,  Arndt.  2. 

Pueblo,  Colo. — ^Pueblo  Memorial  Airport, 
NDB  Runway  7L,  Arndt.  8. 
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Pueblo.  Colo. — ^Pueblo  Memorial  Airport, 
NDB  Runway  25R,  Arndt.  5. 

•  •  •  effective  November  22, 1973; 

Henryetta.  Okla. — Henryetta  Municipal  Air¬ 
port.  NDB  Runway  35.  Original. 

Pascagoula.  Miss. — Jackson  County  Airport, 
NDB  Runway  23.  Original. 

Rugby.  N.  Dak. — ^Rugby  Municipal  Airport, 
NDB  Rimway  29,  OrlglnaL 

4.  Section  97.29  is  amended  by  orig¬ 
inating,  amending,  or  canceling  the 
followl^  HiS  SIAP*s  effective  January 
13,  1974: 

DaUas-Fort  Worth,  Tex. — ^Dallas-Port  Worth 
Regional  Airport,  IL3  Runway  ITIj,  Arndt. 

1. 

Dallas-Port  Worth,  Tex. — ^Dallas-Fort  Worth 
Regional  Alrpmt  IDS  Runway  17R,  Arndt. 

1. 

Dallas-Fort  Worth,  Tex. — Dallas-Fort  Worth 
Regional  Airport,  Runway  3Mi,  Arndt. 

1. 

Dallas-FVirt  W<»th.  Tex. — ^Dallas-Fort  Worth 
Regional  Alrpmt,  IDS  Runway  35R.  Arndt. 

1. 

•  •  •  effective  December  20,  1973: 

Augusta,  Oa. — ^Bush  Field,  IDS  4tunway  35. 
Arndt.  19. 

Dallas.  Tex.— Dallas  Dove  Field.  IDS  Runway 
13D.  Arndt.  21. 

Pueblo.  Colo. — Pueblo  Memorial  Airport,  113 
Runway  TL,  Arndt.  11. 

Pueblo,  Colo. — Pueblo  Memorial  Airport.  IDS 
Runway  25R,  Arndt.  1. 

•  •  •  effective  August  10, 1973 : 

Nerwark,  NJ^. — ^Newark  International  Airpmt, 
IDS  Runway  22L,  Arndt.  2. 

5.  Section  97.31  is  amended  by  orig¬ 
inating,  amending,  or  canceling  the  fol¬ 
lowing  Radar  SIAP’s,  effective  Decem¬ 
ber  20,  1973: 

Akron,  Ohio — Akron-Canton  Regional  Air¬ 
port.  RADAR-l,  Arndt.  9. 

•  •  •  effective  December  6,  1973; 

Fairbanks,  Alaska — ^Falrbcmks  International 
Airport,  RADAR-1,  Arndt.  6,  Canoeled. 

(Secs.  307. 313. 601, 1110.  Federal  AvlatKm  Act 
oi  1948.  49  UB.C.  1438,  1354.  1421.  1510;  sec. 
6(c).  Department  of  Tran^>ortation  Act,  49 
UB.C.  1655(c).  5  UJS.C.  552(a)(1).) 

Issued  in  Washington,  D.C.,  on  Novem¬ 
ber  1,  1973. 

jAMss  M.  Vines, 

Chief,  Aircraft  Programs  Division. 

Note. — ^Incorporation  by  reference 
provisions  in  §S  97.10  and  97.20  approved 
by  the  Director  of  the  Federal  Register 
on  May  12. 1969,  (35  FR  5610) . 

[FR  Doc.73-23897  lUed  ll-8-73;8:45  am] 

Title  16 — Commercial  Practices 

CHAPTER  I — FEDERAL  TRADE 
COMMISSION 

[Docket  No.C-24611 

PART  13 — PROHIBITED  TRADE 
PRACTICES 

Compact  Electra  Corp.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  S  13.15  Business  status,  ad¬ 
vantages,  or  connections;  13.15-25  Con¬ 
cealed  subsidiary,  fictitious  collection 
agency,  etc.  13.15-30  Connections  or 
arrangements  with  others;  13.15-50  Di¬ 
rect  dealing  advantages;  13.15-150  En¬ 
dorsement;  13.15-170  Large  purchases 


and  stock  turnover;  13.15-270  Size  and 
extent;  li,.15-280  Unique  or  special 
status  or  advantage;  9  13.75  Free  goods 
or  services:  9  13.110  Endorsements,  ap¬ 
proval  and  testimonials:  9  13.155  Prices; 

13.155- 35  Discoimt  savings;  13.155-60 
Retail  as  cost,  wholesale,  discounted,  etc. 

13.155- 95  Terms  and  conditions;  13.- 
155-100  Usual  as  reduced,  special,  etc. 

9  13.240  Special  or  limited  offers;  9  13.- 
280  Unique  nature  or  advantages; 

9  13.285  Value.  Subpart — Claiming  or 
using  endorsements  or  testimonials 
falsely  or  misleadingly:  §  13  330  Claim¬ 
ing  or  using  endorsements  or  testimo¬ 
nials  falsely  or  misleadingly;  13.330-9 
Better  Business  Bureau.  Subpart — ^Fur¬ 
nishing  means  and  instrumentalities  of 
misrepresentation  or  decepticm;  §  13.1055 
Pumicing  means  and  instrumentalities 
of  misrepresentation  or  deception.  Sub¬ 
part — Misrepresenting  oneself  and 
goods — EBusiness  status,  advantages  or 
connections:  §  13.1370  Business 
methods,  policies,  and  practice;  9  13.1390 
Concealed  subsidiary,  fictitious  collection 
agency,  etc.  9  13.1395  Connections  and 
arrangements  toith  others;  9 13.1405 
Direct  dealing  advar.tages;  §  13.1470 
Large  purchases  and  stock  turnover; 

9  13.1555  Size,  extent,  or  equipment; 

§  13.1565  Trade  names;  9 13.1570 
Uniqu,e  status  or  advantages — Goods; 

9  13.1625  Free  goods  or  services; 

§  13.1747  Special  or  limited  offers;  9  13.- 
1760  Terms  and  conditions;  13.1760-50 
Sales  contract:  9  13.1775  Value — ^Prices; 

§  13.1817  Reductions  for  prospect  re¬ 
ferrals;  9  13.1820  Retail  as  cost,  etc.,  or 
discounted;  9  13.1823  Terms  and  con¬ 
ditions;  9  13.1825  Usual  as  reduced  or 
to  be  increased.  Subpart — Neglecting, 
unfairly  or  deceptively,  to  make  material 
disclosure:  9  13.1882  Prices;  9 13.1892 
Sales  contract,  right-to-cancel  provision; 

9  13.1905  Terms  and  conditions:  13.- 
1905-50.  Subpart — Offering  imfair,  im¬ 
proper  and  deceptive  inducements  to 
purchase  or  deal:  9  13.1925  Coupon, 
certificate,  check,  credit  voucher,  etc., 
deductions  in  price;  §  13.1955  Free 
goods;  9  13.2005  Membership  in  ficti¬ 
tious  bureau  or  organization.  Subpeu-t — 
Securing  signatures  wrongfully:  9  13.2175 
Securing  signatures  wrongfully.  Sub- 
part — ^Threatening  suits,  not  In  good 
faith;  9  13.2264  Delinquent  debt  collec¬ 
tion.  Subpart — ^Using  misleading  name — 
Vendor:  9  13.2365  Concealed  subsidi¬ 
ary.  fictitious  collection  agency,  etc.; 
9  13.2425  Nature,  in  general. 

(Sec.  6.  38  Stat.  721;  15  UB.C.  46.  Interprets 
or  applies  sec.  6,  38  Stat.  719,  as  amended; 
15  TT.S.C.  45.)  (Cease  and  desist  order,  Com- 
p€ict  Electra  Corp.,  et  al.,  Bellerose,  N.Y,, 
Docket  C-2461,  October  1, 1973.1 

In  the  Matter  of  Compact  Electra  Corp., 
a  Corporation,  Compact  Bellerose, 
Inc.,  a  Corporation.  Compact  Dis¬ 
count,  Inc.,  a  Corporation.  North¬ 
east  Discount  Corp.,  a  Corporation, 
Compact  Associates,  Inc.,  a  Corpo¬ 
ration.  Hyman  Sindelman,  a/k/a  Hy 
Delman,  Individually  and  as  an 
Officer  of  Said  Corporations,  and 
Theodore  Decker,  Individually. 

Consent  order  requiring  a  Bellerose, 
New  York,  five-corporation  business  en¬ 


gaged  in  the  selling  of  vacuum  cleaners 
and  accessories  to  consumers,  among 
other  things,  to  cease  using  deceptive 
and  misleading  selling  and  debt  collec¬ 
tion  tactics. 

The  order  to  cease  and  desist,  includ¬ 
ing  further  order  requiring  repOTt  of 
compliance  therewith,  is  as  follows: 

L  It  is  ordered.  That  respondents 
Compact  Electra  Corp.,  Compact  Belle¬ 
rose,  Inc.,  Compact  Discounts,  Inc., 
Northeast  Discoimt  Corp.,  Compact  As¬ 
sociates,  Inc.,  corporations,  their  succes¬ 
sors  and  assigns  and  their  officers,  and 
Hsnnan  Sindelman,  also  known  as  Hy 
Delman.  individually  and  as  an  officer  of 
said  corporate  respondents,  and  respond¬ 
ents’  agents,  representatives  and  em¬ 
ployees,  directly  or  through  any  corpora¬ 
tion,  subsidiary,  division  or  other  device, 
in  connection  \^th  the  offering  for  sale, 
sale,  or  distribution  of  vacuum  cleaners 
or  memberships  in  group  purchasing  pro¬ 
grams  or  other  products  or  services  in 
commerce,  as  “commerce”  is  defined  In 
the  Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from: 

1.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  any  merchandise  is 
free  without  clearly  revealing  all  of  the 
terms,  conditions  or  obligations  neces¬ 
sary  to  the  receipt  and  retention  of  said 
merchandise. 

2.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  membership  in  any 
group-buying  program  is  free;  or  repre¬ 
senting  in  any  manner,  the  nature  of  any 
offer  of  anything  of  value  to  purchasers 
or  prospective  purchasers  without  clearly 
disclosing  all  of  the  terms,  conditions, 
and  limitations  with  respect  thereto. 

3.  Representing  orally,  visually.  In 
writing  or  in  any  other  manner,  dli^tly 
or  indirectly,  that  purchasers  of  respond¬ 
ents’  products  will  enjoy  substantial  sav¬ 
ings  in  the  purchase  of  products  through 
any  group-bu3ring  program,  or  represent¬ 
ing,  in  any  maimer,  the  amount  of  sav¬ 
ings  available  to  purchasers  of  respond¬ 
ents’  products  as  members  of  any  group- 
buying  program. 

4.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly  that  respondents’  busdng 
program  purchases  in  mass  quantities 
and  thereby  obtains  low  prices  for  its 
members;  representing  that  products  are 
available  at  wholesale  or  cost  prices 
through  the  group-buying  program:  and 
representing  that  respondents  own  or 
control  the  group-buying  program. 

5.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly  that  respondents’  group¬ 
buying  program  has  about  one  million 
members,  or  any  other  number  of  mem¬ 
bers  that  is  in  excess  of  the  actual  num¬ 
ber  of  members  enrolled  in  the  group¬ 
buying  program. 

6.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly  that  respondents  and/or 
their  methods  of  doing  business  are  ap¬ 
proved  by  the  Better  Business  Bureau. 

7.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly  that  unless  the  prospect  is 
enrolled  as  a  purchaser  of  respondents’ 
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products  the  cost  of  membership  alone 
in  respondents*  group-buying  program  is 
substantial  or  that  said  membership  is 
available  to  the  prospective  pturchaser 
only  if  he  purchases  respondents^  prod¬ 
ucts  at  the  first  offering. 

8.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  dii^tly 
or  indirectly  that  respondents’  products 
are  beir^  left  at  consumers’  homes  on 
approval;  or  that  respondents’  retail  in¬ 
stallment  contract  is  only  a  receipt  for 
goods  left  at  prospective  pmchasers’ 
homes;  or  that  the  contract  is  not  ef¬ 
fective  without  the  approval  of  pur¬ 
chasers’  or  prospective  purchasers’ 
spouses. 

9.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  Indirectly  that  purchasers’  old  vacuum 
cleaners  will  be  sold  by  respondents  or 
that  a  specific  price  will  be  realized  from 
the  sale  unless  the  representation  in¬ 
cluding  the  specific  amount  of  the  sales 
price  is  incorporated  in  the  retail  install¬ 
ment  contract  and  payment  or  credit 
therefor  assured  by  the  respondents. 

10.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly, 
or  Indirectly  that  the  cost  to  ptirchasers 
of  respondents’  products  may  be  substan¬ 
tially  reduced  if  pmchasers  provide  re¬ 
spondents  with  names  and  addresses  of 
Individuals  who  will  buy  respondents’ 
products. 

11.  Representing  orally,  visually.  In 
writing  or  in  any  other  manner,  directly 
•r  indirectly  that  the  telephone  nvunbers 
provided  by  respondents’  salesmen  to 
purchasers  are  the  home  telephone  num¬ 
bers  of  such  salesmen  which  purchasers 
may  call  in  order  to  cancel  their 
contracts. 

12.  Representing  orally,  visually.  In 
writing  or  in  any  other  manner,  directly 
or  indirectly  that  respondent  Compact 
Discount,  Inc.,  sells  its  vacuum  cleaners 
and  accessories  at  a  discoimt,  or  that  its 
prices  for  said  products  constitute  a  re¬ 
duction  from  the  prices  at  which  said 
merchandise  is  usually  and  customarily 
sold  at  retail  in  the  tr^e  area  where  the 
representation  is  made,  or  misrepre- 
s^tlng  in  any  manner  the  amount  of 
savings  available  to  purchasers  of  re¬ 
spondent’s  merchandise. 

13.  Using  “Discoimt”  or  any  abbrevia¬ 
tion  or  simulation  thereof  as  part  of  re¬ 
spondent  Compact  Discount’s  trade  or 
corporate  name  except  for  the  collection 
of  accounts  of  indebtedness  Incurred  by 
consumers  as  a  result  of  sales  made  to 
them  prior  to  the  effective  date  of  this 
order;  or  misrepresenting  through  the 
use  of  a  trade  or  coiporate  name  the 
nature  or  character  of  respondent’s 
business. 

14.  Making  any  statements  or  repre¬ 
sentations  described  in  Paragraphs  2  and 
3  of  this  order,  or  furnishing  the  means 
and  instrumentalities  through  or  by 
means  of  which  any  person  or  film  may 
make  any  statement  or  representation 
described  in  the  paragraphs  enumerated 
herein  unless  the  statement  or  r^resen- 
tation  is  true,  and  respondents  maintain, 
or  cause  to  be  maintained,  for  a  period 


of  three  years  after  the  statement  or  rep¬ 
resentation  and,  imon  reasonable  notice, 
provide  access  to  the  Commission  or  Its 
representatives  for  purposes  of  inspec¬ 
tion  or  copying,  full,  complete  and  ac¬ 
curate  records  which  will  ^close  a  fac¬ 
tual,  documented  and  verifiable  basis  in 
substantiation  of  the  statement  or  repre¬ 
sentation,  and  the  period  of  time  during 
which  ttie  statement  or  representation 
is  made. 

n.  It  is  further  ordered.  That  respond¬ 
ents  Compact  Electra  Corp.,  Compact 
Bellerose,  Inc.,  Compact  Discount,  Inc., 
Northeast  Dis^unt  Corp.,  Compact  As¬ 
sociates,  Inc.,  corporations,  their  succes¬ 
sors  and  assigns,  and  their  officers,  and 
Hyman  Sindelman,  also  known  as  Hy 
Delman,  individually  and  as  an  officer  of 
said  corporate  respondents,  and  re^x>nd- 
ents’  agents,  representatives  and  employ¬ 
ees,  directly  or  through  any  connuration. 
subsidiary,  division  or  other  device,  in 
connection  with  the  collection  of,  or  at¬ 
tempt  to  collect,  accounts  allegedly  due 
and  owing  pursuant  to  any  contract  or 
other  agreement  relating  to  the  purchase 
of  any  Compact  vacuum  cleaner  or  ac¬ 
cessory,  or  any  other  merchandise  or 
service,  in  commerce,  as  “commerce”  is 
defined  in  the  Federal  Trade  Commis¬ 
sion  Act,  do  forthwith  cease  and  desist 
from: 

15.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  delinquent  accounts 
are  referred  to  bona  fide  credit  reporting 
agencies. 

16.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  affirmative  action  will 
be  taken  against  an  alleged  delinquent 
debtor  to  injure  his  credit  rating. 

17.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  the  nature  and  extent  of 
respondents’  debt  collection  procedures. 

18.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  Indirectly,  that  a  delinquent  account 
will  be  referred  to  an  attorney  for  the 
institution  of  legal  proceedings. 

19.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  where  payment  is  not 
received,  alleged  delinquent  debtors’  em¬ 
ployers  will  be  contacted  prior  tn 
judgment. 

20.  Communicating,  or  threatening  to 
communicate,  or  implying  the  fact  of  a 
debt  or  alleged  debt  o^er  than  to  a  per¬ 
son  who  might  reasonably  be  expect^  to 
be  liable  therefor,  to  any  person,  includ¬ 
ing  an  employer,  unless  specifically  au¬ 
thorized  by  statute  or  by  written  per¬ 
mission  of  the  alleged  debtor. 

21.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  where  payment  is  not 
received,  legal  action  will  be  instituted 
which  will  result  in  embarrassment  to, 
and  loss  of  respect  of  the  debtor  and  his 
family  in  the  community;  or  employing  in 
collection  letters,  or  in  any  other  form  of 
communication  with  debtors,  any  state¬ 
ment,  word  or  phrase  which  is  unfair  by 


reason  of  its  being  exaggerative,  exploit¬ 
ative  or  oppressive. 

22.  R^resentlng  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  Indirectly,  the  legal  consequences  of 
non-payment;  or  r^resenU^  orally, 
visually.  In  writing  or  in  any  other  man¬ 
ner,  directly  or  Indirectly  that  the 
debtor’s  account  has  been  placed  with  an 
attorney  for  collection. 

23.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  Indirectly,  that  any  collection  letter  or 
notice  is  a  “final  notice”^  before 
litigation. 

24.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  respondents  maintain 
a  separate  department  for  collection  pur¬ 
poses.  or  misrepresenting  in  any  manner 
any  departmentalization  of  respondents’ 
business. 

25.  Using  forms,  letters  or  materials 
printed  or  written,  which  misrepresent, 
directly  or  by  implication,  that  a  debtor’s 
account  has  been  turned  over  to  an  at¬ 
torney  for  collection,  or  that  said  attor¬ 
ney  is  actually  corresponding  with  said 
debtor,  or  misrepres^ting  that  a  collec¬ 
tion  attorney  maintains  his  law  office  at 
the  principal  place  of  business  of 
respondents. 

26.  Using,  preparing,  furnishing  or 
placing  in  the  hands  of  others  letters, 
letterheads,  forms  and  other  written 
materials  which  sqipear  and  purport  to 
be  letters,  lettersheads,  forms,  and  other 
written  materials  utilized  by  an  attorney 
for  collection  of  debts  where  such  attor¬ 
ney  does  not  have  continuous  control  and 
supervision  over  their  preparation,  use, 
and  processing  in  the  collection  of 
debtors’  accounts. 

27.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  Indirectly,  that  a  debtor’s  account  has 
been  investigated. 

28.  Representing  orally,  visually,  in 
writing  or  any  other  manner,  directly  or 
Indirectly,  that  a  debtor  has  been  found 
liable  for  the  debt  prior  to  a  determina¬ 
tion  of  such  liability  by  a  court  or  other 
tribunal,  except  that  such  representation 
may  be  made  to  a  court,  or  an  officer  of 
the  court,  in  connection  with  court  pro¬ 
ceedings  relative  to  the  indebtedness. 

29.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  Northeast  Discount 
Corp.  is  a  holder-in-due  course  respect¬ 
ing  the  commercial  paper  issued  by  the 
other  corporate  respondents  named 
herein  or  any  other  affiliated  firm;  or 
that  Northeast  Discount  Corp.  purchases 
or  acquires  any  contract  or  (xxnmercial 
paper  from  the  other  corporate  respond¬ 
ents  named  herein  or  any  other  affiliated 
firm;  or  misrepresenting  in  any  manner, 
directly  or  indirectly,  the  corporate  or 
business  relationship  existing  among  the 
corporate  respondents. 

30.  Falling  to  include  the  following 
statement,  captioned  by  the  word 
“NOTICE”  in  bold  face  type,  clearly  on 
the  face  of  any  note,  contract  or  other 
instrument  of  indebtedness  executed  by 
or  on  behalf  of  respondents’  custcxners: 
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Th»  seller  herein  agrees  not  to  transfer  or 
assign  this  contract  or  the  debt  evidenced 
hereby. 

31.  Contracting  for  any  sale  obtained 
by  home  solicitation  which  shall  preclude 
or  waive  the  right  of  the  buyer  to  cancel 
the  sale  prior  to  midnight  of  the  third 
day  excluding  Sundays  and  legal  holidays 
after  the  date  of  signing  the  contract. 

32.  Failing  to  disclose  prior  to  the  time 
of  any  home  solicitation  sale,  both  orally, 
and  in  writing  on  any  conditional  sales 
contract,  promissory  note  or  other  in¬ 
strument  executed  the  buyer,  that^the 
buyer  may  rescind  or  cancel  the  sale  by 
written  notice  of  cancellation  to  respond¬ 
ents’  address  prior  to  midnight  of  the 
third  day,  excluding  Simdays  and  legal 
holidays,  after  the  date  of  the  sale.  Upon 
such  cancellation  the  burden  shall  be  on 
respondents  to  collect  any  goods  left  in 
the  buyer’s  home  and  to  return  any  pay¬ 
ments  received  from  him.  Nothing  con¬ 
tained  in  this  right-to-cancel  provision 
shall  relieve  buyers  of  the  responsibility 
for  taking  reasonable  care  of  the  goods 
prior  to,  and  for  a  reasonable  period  fol¬ 
lowing,  cancellation;  the  written  disclo- 
sm%  required  by  this  paragraph  shall  be 
clearly  stated,  and  headed  by  the  follow¬ 
ing  in  bold  face  type: 

NOTICE - BTTTEB'S  BIGHT  OT  CANCELLATION 

Provided,  however.  That  nothing  con¬ 
tained  in  paragraphs  31  and  32  of  this 
Order  shall  relieve  respondent  of  any 
contractual  obligations  required  by  fed¬ 
eral  law  or  that  law  of  the  state  in  which 
the  contract  is  negotiated.  When  such 
obligations  are  inconsistent,  respondent 
may  apply  to  the  Commission  for  relief 
from  this  provision  with  respect  to  con¬ 
tracts  executed  in  the  State  in  which 
such  different  obligations  are  required. 

33.  Failing  to  provide  a  separate  and 
clearly  imderstandable  form  which  the 
buyer  may  use  as  a  notice  of  cancella¬ 
tion. 

34.  Making  any  statements  or  repre¬ 
sentation  described  in  Paragraphs  17, 18, 
22,  23,  and  27  of  this  order,  or  furnishing 
the  means  and  instnunentalities  through 
or  by  means  of  which  any  person  or  firm 
may  make  any  statement  or  representa¬ 
tion  described  in  the  paragraphs  enum¬ 
erated  herein  unless  the  statement  or 
representation  is  true,  and  respo^ents 
maintain  or  cause  to  be  maintained  for 
a  period  of  three  years  after  the  state¬ 
ment  or  representation  and,  upon  rea¬ 
sonable  notice,  provide  access  to  the 
Commission  or  its  representatives  for 
purposes  of  inspection  or  copying,  full, 
complete  and  accurate  records  which  will 
disclose  a  fswrtual,  documented  and  veri¬ 
fiable  basis  in  substantiation  of  the 
statement  or  representation,  and  the 
period  of  time  during  which  the  state¬ 
ment  or  representation  is  made. 

m.  It  is  further  ordered.  That  the  re¬ 
spondent  Theodore  Decker,  an  individu¬ 
al,  and  his  agents,  representative  and 
employees,  directly  or  through  any 
corporation,  subsidiary,  division  or  other 
device,  in  connection  with  the  collection 
of,  or  attempt  to  collect,  accounts  al¬ 
legedly  due  and  owing  on  merchandise 


or  services  purchased  by  consumers,  in 
commerce,  as  “commerce”  is  defined  in 
the  Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from: 

35.  Representing  orsdly,  visually,  in 
writing  or  in  any  other  maimer,  directly 
or  Indirectly,  the  extent  of  his  debt  col¬ 
lection  procedures. 

36.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly, 
or  indirectly,  that  where  payment  is  not 
received  the  debtors’  employers  will  be 
contacted  prior  to  Judgment. 

37.  Communicating,  or  threatening  to 
communicate,  or  implying  the  fact  of  a 
debt  or  alleged  debt,  other  than  to  a  per¬ 
son  who  might  reasonably  be  expected 
to  be  liable  therefor,  to  any  person,  in¬ 
cluding  an  employer,  imless  specifically 
authorized  by  statute  or  by  written  per¬ 
mission  of  the  alleged  debtor. 

38.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  where  payment  is  not 
received,  legal  action  will  be  Instituted 
which  will  result  in  embarrassment  to, 
and  loss  of  respect  of  the  debtor  and  his 
family  in  the  community;  or  employing 
in  collection  letters,  or  in  any  other  form 
of  commimication  with  debtors,  any 
statement,  word  or  phrase  which  is  un¬ 
fair  by  reason  of  it  being  exaggerative, 
exploitative  or  oppressive. 

39.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  the  legal  consequences  of 
non-payment. 

40.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  any  collection  letter  or 
notice  is  a  final  notice  before  litigation. 

41.  Using,  or  providing  to  others  for 
their  use,  forms,  letters  or  materials 
printed  or  written,  which  misrepresent, 
directly  or  by  implication,  that  a  debtor’s 
accoimt  has  been  turned  over  to  him  for 
collection  as  attorney  or  that  he  isjac- 
tually  corresponding  with  the  debtor,  or 
misrepresenting  that  he  maintains  Ids 
law  office  at  the  place  of  business  of  his 
client. 

42.  Using,  preparing,  furnishing  or 
placing  in  the  hands  of  others,  letters, 
letterheads,  forms  and  other  written  ma¬ 
terials  which  appear  and  purport  to  be 
letters,  letterheads,  forms  and  other 
written  materials  utilized  by  him  for  the 
collection  of  debts  where  he  does  not 
have  continuous  control  over  their  prep¬ 
aration,  use  and  processing  in  the  collec¬ 
tion  of  debtors’  accoimts. 

43.  R^resenting  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  a  debtor’s  accoimt  has 
been  investigated. 

44.  Representing  orally,  visually,  in 
writing  or  in  any  other  manner,  directly 
or  indirectly,  that  a  debtor  has  been 
found  liable  for  the  debt  prior  to  a  deter¬ 
mination  of  the  debtor’s  liability  by  a 
court  or  other  tribunal,  except  that  such 
representation  may  be  made  to  a  court, 
or  to  an  officer  of  the  court  in  cmmectlon 
with  court  proceedings  relative  to  the 
indebtedness. 

45.  Making  any  statement  or  repre¬ 
sentation  described  in  Paragraphs  35.  39. 
40.  and  43  of  this  order,  or  furnishing 


the  means  and  Instrumentalities  through 
or  by  means  of  which  any  person  or  firm 
may  make  any  statement  or  representa¬ 
tion  described  in  the  i>aragraphs  enu¬ 
merated  herein  unless  the  stat^ent  or 
representaticm  is  true,  and  respondent 
Theodore  Decker  maintains  or  causes  to 
be  maintained  for  a  period  of  three  years 
after  the  statement  or  representation 
and,  upon  reasonable  notice,  provides  ac¬ 
cess  to  the  Commission  or  its  representa¬ 
tives  for  purposes  of  inspection  or  copy¬ 
ing,  full,  complete  and  accurate  records 
which  will  disclose  a  factual,  documented 
and  verifiable  basis  in  substantiation  of 
the  statement  or  representation,  and  the 
period  of  time  during  which  the  state¬ 
ment  or  representation  is  made. 

rV.  It  is  further  ordered.  That  nothing 
in  this  Order  shall  be  construed  to  im¬ 
ply  that  any  past  or  future  conduct  of 
respondents  is  subject  to  and  complies 
with  the  rules  and  regulations  of,  or  the 
statutes  administered  by  the  Federal 
Trade  Commission,  nor  shall  execution 
of  this  or  any  agreement  or  order  evi¬ 
dence  good  or  bad  faith  on  the  part  of 
the  respondents. 

It  is  further  understood  that  nothing 
contained  in  this  Order  shall  be  con¬ 
strued  in  any  way  to  annul,  invalidate, 
repeal,  terminate,  modify  or  exempt  re¬ 
spondents  from  complying  with  agree¬ 
ments,  orders  or  directives  of  any  kind 
obtained  by  any  other  agency  or  act  as  a 
defense  to  actions  instituted  by  munici¬ 
pal  or  state  regulatory  agencies. 

It  is  further  ordered.  That  the  re¬ 
spondent  corporations  shall  forthwitti 
ffistribute  copies  of  this  order  to  each  of 
its  operating  divisions  and  to  all  sales¬ 
men. 

It  is  further  ordered.  That  the  individ¬ 
ual  respondents  named  herein  promptly 
notify  the  Commission  in  the  event  that 
they  discontinue  their  present  business 
or  emplojrment,  and  become  affiliated 
with  a  new  business  or  employment.  Such 
notice  shall  include  respondents’  current 
business  address  and  a  statement  as  to 
the  nature  of  the  business  or  employment 
in  which  they  are  engaged  as  well  as  a  de¬ 
scription  of  their  duties  and  responsiWll- 
ties. 

It  is  further  ordered.  That  respondents 
notify  the  Commission  at  least  30  da3rs 
prior  to  any  proposed  change  in  the  cor¬ 
porate  respondents  such  as  dissolution, 
assignment  or  sale  resulting  in  the  emer¬ 
gence  of  a  successor  corporation,  the  cre¬ 
ation  or  dissolution  of  subsidiaries  or  any 
other  change  in  the  corporation  which 
may  affect  compliance  obligations  arising 
out  of  the  order. 

It  is  further  ordered.  That  the  respond¬ 
ents  herein  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  in  writ¬ 
ing,  setting  forth  in  detail  the  manner 
and  form  in  which  they  have  complied 
with  this  order. 

By  the  Commission. 

Issued;  October  1,  1973. 

[seal]  Charles  A.  Tobin, 

Secretarv. 

[FR  Doc.73-23880  Filed  ll-8-73;8:46  am] 
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Title  21 — Food  and  Drugs 

CHAPTER  I— FOOD  AND  DRUG  ADMINIS¬ 
TRATION,  DEPARTMENT  OF  HEALTH, 

EDUCATION,  AND  WELFARE 
SUBCHAPTER  C— DRUGS 

PART  135c— NEW  ANIMAL  DRUGS  IN 
ORAL  DOSAGE  FORMS 

PART  149i>— AMPiCILLIN 
Approval  of  Application 

Tlie  Commissioner  of  Pood  and  Drugs 
has  evaluated  a  new  animal  drug  appli¬ 
cation  (55-013V)  filed  by  Wyeth  Labora¬ 
tories,  Inc.,  Post  OflBce  Box  8299,  Phil¬ 
adelphia,  PA  19101,  proposing  the  safe 
and  effective  use  of  ampicillin  capsules, 
veterinary,  for  the  treatment  of  dogs  and 
cats.  The  application  is  £^roved. 

The  Commissioner  concludes  that  the 
drug  is  subject  to  the  antibiotic  certi¬ 
fication  requirements  of  the  act  and  that 
the  requirements  for  certification  for  said 
drug  should  be  published. 

Therefore,  pursuant  ta  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (secs.  512  (i>  and  (n),  82  Stat.  347, 
350;  21  U.S.C.  360b  (i)  and  (n))  and 
under  authority  delegated  to  the  Com¬ 
missioner  (21  CFR  2.120),  Parts  135c  and 
149b  are  amended  as  follows: 

1.  Part  135c  is  amended  by  adding  the 
following  new  section: 

§135r.llO  .\iiipicillin  rapMiles,  veteri¬ 
nary. 

(a)  Specifications.  The  drug  conforms 
to  the  certification  requirements  of 
§  149b. 24  of  this  chapter. 

(b)  Sponsor.  See  code  No.  040  in 
§  135.501(c)  of  this  chapter. 

(c)  Conditions  of  use.  (1)  The  drug  is 
administered  orally  as  follows: 

(1)  To  dogs: 

(a)  In  the  treatment  of  urinary  tract 
infections  (cystitis)  due  to  Proteus  spp., 
hemolytic  and  non-hemolytic  streptococ¬ 
ci,  beta  hemolytic  streptococci  and  E.  colt. 

(b)  In  upper  respiratory  tract  infec¬ 
tions  tracheobronchitis  (kennel  cough), 
tonsillitis  due  to  alpha  and  beta  hemo¬ 
lytic  streptococci,  hemolytic  positive 
staphylococci,  E.  coli  and  Proteus  spp. 

(c)  In  infections  associated  with 
abscesses,  lacerations,  and  wounds  due  to 
Staphylococcus  spp.  and  Streptococcus 
spp. 

(ii)  To  cats: 

(a)  In  respiratorj’  tract  infections 
(bacterial  pneumonia)  due  to  alpha  and 
beta  hemolytic  streptococci,  hemolsrtic 
positive  staphylococci,  E.  coli,  and  Pro¬ 
teus  spp. 

(b)  In  infections  associated  with 
abscesses,  lacerations,  and  wounds  due  to 
Staphylococcus  spp.  and  Streptococcus 
spp. 

(2)  Dosage  is  recommended  as  follows: 

(i)  In  dogs  5  to  10  milligrams  per 
pound  of  body  weight,  e.g.,  one  125  milli¬ 
gram  capsule  per  14  to  25  pounds,  given 
2  to  4  times  daily;  for  those  weighing  6 
to  14  pounds,  one  capsule  twice  daily 
is  suggested. 

(ii)  In  cats,  125  milligrams  twice 
daily;  in  more  acute  conditions  three 
times  daily. 


(3)  Bacteriologic  studies  to  determine 
the  causative  organisms  and  their 
susceptibility  to  ampicillin  should  be 
performed. 

(4)  Use  of  the  drug  is  contraindicated 
in  animals  with  a  history  of  an  allergic 
reaction  to  any  of  the  penicillins.  Ampi¬ 
cillin  is  contraindicated  In  infections 
caused  by  penicillinase-producing  or¬ 
ganisms. 

(5)  Not  for  use  in  animals  which  are 
raised  for  food  production. 

(6)  Federal  law  restricts  this  drug  to 
use  by  or  on  the  order  of  a  licensed 
veterinarian. 

2.  Part  149b  is  amended  by  adding  the 
following  new  section: 

§  149b.24  Ampirillin  rapNul«>.  veter¬ 
inary. 

(a)  'Requirements  for  certification — 
(1)  Standards  of  identity,  strength,  qual¬ 
ity,  and  purity.  Ampicillin  capsules  vet¬ 
erinary  are  composed  of  ampicillin  with 
or  without  one  or  more  buffer  substances, 
diluents,  binders,  lubricants,  vegetable 
oils,  colorings,  and  flavorings,  enclosed  In 
a  gelatin  capsule.  Each  capsule  contains 
125  milligrams  or  250  milligrams  of  am¬ 
picillin.  Its  potency  is  satisfactory  if  it  Is 
not  less  than  90  percent  and  not  more 
than  120  percent  of  the  number  of  milli¬ 
grams  of  ampicillin  that  it  is  represented 
to  contain.  The  loss  on  drying  is  not  more 
than  4.0  percent.  The  ampicillin  used 
conforms  to  the  standards  prescribed  by 
§  146a.  123  (a). 

(2)  Labeling.  It  shall  be  labeled  in  ac¬ 
cordance  with  the  requirements  of 
§§  148.3  and  135c.ll0  of  this  chapter. 

(3)  Requests  for  certification;  samples. 
In  addition  to  complying  with  the  re¬ 
quirements  of  §  146.2  of  this  chapter, 
each  such  request  shall  contain: 

(i)  Results  of  tests  and  assays  on: 

Ja)  The  ampicillin  used  in  making  the 

batch  for  potency,  safety,  loss  on  drying, 
pH,  ampicillin  content,  crystallinity,  and 
identity. 

(b)  The  batch  for  potency  and  loss 
on  drying. 

(ii)  Samples  required: 

(a)  The  ampicillin  used  in  making  the 
batch:  10  packages,  each  containing  ap¬ 
proximately  300  milligrams. 

(b)  The  batch:  A  minimum  of  30 
capsules. 

(b)  Tests  and  methods  of  assay — (1) 
Potency.  Assay  for  potency  by  either  of 
the  following  methc^;  however,  the  re¬ 
sults  obtained  from  the  microbiological 
agar  diffusion  assay  shall  be  conclusive. 

(i)  Microbiological  agar  diffusion 
assay.  Proceed  as  directed  in  §  141.110  of 
this  chapter,  preparing  the  sample  for 
assay  as  follows:  Place  a  representative 
number  of  capsules  into  a  high-speed 
glass  blender  jar  with  sufficient  O.lM 
potassium  phosphate  buffer,  pH  8.0 
(solution  3),  to  give  a  convenient  con¬ 
centration.  Blend  for  3  to  5  minutes.  Re¬ 
move  an  aliquot  and  further  dilute  with 
solution  3  to  the  reference  concentration 
of  0.1  microgram  of  ampicillin  per  milli¬ 
liter  (estimated). 

(ii)  lodometric  assay.  Proceed  as  di¬ 
rected  in  S  141.506  of  this  chapter,  pre¬ 


paring  the  sample  as  follows:  Place  the 
contents  of  a  representative  number  of 
capsules  into  a  high-speed  glass  blender 
jar,  and  add  sufficient  distilled  water  to 
give  a  convenient  concentration.  Blend  3 
to  5  minutes.  Filter  through  Whatman 
No.  2  filter  paper.  Further  dilute  an  ali¬ 
quot  of  the  filtrate  with  distilled  water  to 
the  prescribed  concentration. 

(2)  Loss  on  drying.  Proceed  as  directed 
in  §  141.501(a)  of  this  chapter. 

Effective  date.  This  order  shall  be  ef¬ 
fective  November  9,  1973. 

(Secs.  512  (1)  and  (n).  82  Stat.  347,  350;  21 
U.S.C.  360b  (1)  and  (n).) 

Dated :  November  2, 1973. 

C.  D.  Van  Houweling, 
Director,  Bureau  of 
Veterinary  Medicine. 

IPR  Doc.73-23931  FUed  11-8-73;  8: 46  am] 


HYDRABAMINE  PHENOXYMETHYL 
PENICILUN 

Recodification,  Technical  Changes,  and 
Updating 

In  a  notice  of  proposed  rulemaking 
published  in  the  Federal  Register  of 
April  3,  1973  (38  FR  8520),  the  Commis¬ 
sioner  of  Food  and  Drugs  proposed  that 
the  antibiotic  drug  regulations  be 
amended  by  revising  Parts  141a,  146a, 
and  149h  to  provide  for  the  recodiflca- 
tion,  updating  and  technical  revision  of 
the  hydrabamine  irfienoxymethyl  penicil¬ 
lin  mcmographs.  Interested  persons  were 
invited  to  submit  their  comments  in  re¬ 
sponse  to  the  notice  of  the  proposed  rule- 
making  within  60  days.  The  only  com¬ 
ment  received  was  from  the  National 
Formulary,  which  stated  that  hydra¬ 
bamine  phenoxymethyl  penicillin  and  its 
dosage  forms  (oral  suspension  and  tab¬ 
lets)  have  been  approved  for  provisional 
admission  to  the  National  Formulary 
XTV.  The  National  Formulary  recom¬ 
mended  that  the  designation  hydra¬ 
bamine  phenoxymethyl  penicillin  chew- 
able  wafers  be  revised  to  hydrabamine 
phenoxjmaethyl  penicillin  tablets  to  con¬ 
form  with  the  nomenclature  policy  of  the 
National  Formulary,  an  official  com¬ 
pendium. 

The  Commissioner  concludes  that  this 
recommendation  is  consistent  with  the 
policy  of  the  Food  and  Drug  Administra¬ 
tion  and  that  this  drug  should  be  labeled 
hydrabamine  phenoxymethyl  penicillin 
tablets.  Accordingly,  this  order  has  been 
revised  to  require  that  the  nonproprie¬ 
tary  name  be  changed  from  “chewable 
wafer”  to  “tablet”.  The  monograph 
heading  includes  the  phrase  "chewable 
tablet”  to  clarify  that  the  certification 
requirements  are  for  chewable  tablets. 

Therefore,  imder  provisions  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
(sec.  507,  59  Stat.  463,  as  amended;  21 
U.S.C.  357),  and  imder  authority  dele¬ 
gated  to  the  Commissioner  of  Food  and 
Drugs  (21  CFR  2.120),  Parts  141a,  146a, 
and  149h  are  amended  as  follows: 
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PART  141a— PENiaLUN  AND  PENICIL¬ 
LIN-CONTAINING  DRUGS;  TESTS  AND 
METHODS  OF  ASSAY 

§§  141a.91,  141a.92,  and  141a.l21  [Re- 
voked] 

1.  In  Part  141a  by  revoking  §  141a.91 
Hydrabamine  phenoxymethyl  penicillin 
(phenoxymethyl  penicillin  hydrabamine 
salt),  §  141a.92  Hydrabamine  phenoxy¬ 
methyl  penicillin  oral  suspension,  and 
§  141a.l21  Hydrabamine  phenoxymethyl 
penicillin  chewable  wafers,  and  by  re¬ 
serving  them  for  future  use. 


PART  146a-— CERTIFICATION  OF  PENI¬ 
CILLIN  AND  PENICILLIN-CONTAINING 
DRUGS 

§§  146a.72, 146a.73,  and  146a.ll7  [Re¬ 
voked] 

2.  In  Part  146a  by  revoking  §  146a.72 
Hydrabamine  phenoxymethyl  penicillin 
(phenoxymethyl  penicillin  hydrabamine 
salt) ,  §  146a.73  Hydrabamine  phenoxy¬ 
methyl  penicillin  oral  suspension,  and 
§  146a.ll7  Hydrabamine  phenoxymethyl 
penicillin  chewable  wafers,  and  by  re¬ 
serving  them  for  future  use. 


PART  149h— PHENOXYMETHYL 
PENICILLIN 

3.  Part  149  is  amended; 

a.  By  revising  the  part  heading  as  set 
forth  above. 

b.  By  adding  the  following  new 
§9  149h.3,  149h.l2,  149h.l3. 

§  149h.3  Hydrabamine  phenoxymethyl 
penicillin. 

(a)  Requirements  for  certification — 

(1)  Standards  of  identity,  strength, 
quality,  and  purity.  Hydrabamine  phe¬ 
noxymethyl  penicillin  is  the  hydraba¬ 
mine  salt  of  phenoxymethyl  penicillin. 
It  is  so  purified  and  dried  that: 

(1)  Its  potency  is  not  less  than  825 
imits  and  not  more  than  965  units  per 
milligram. 

(ii)  It  passes  the  safety  test. 

(iii)  Its  moisture  content  is  not  more 
than  2  percent. 

(iv)  Its  pH  in  a  saturated  aqueous 
solution  is  not  less  than  3.0  and  not  more 
than  6.5. 

(V)  Its  hydrabamine  absorptivity  at 
276  nanometers  is  not  less  than  8. 

(vl)  It  contains  not  less  than  48.6  per¬ 
cent  and  not  more  than  57  percent  of 
phenoxymethyl  penicillin. 

(vii)  It  is  crystalline. 

(2)  Labeling.  In  addition  to  the  label¬ 
ing  requirements  prescribed  by  §  148.3 
of  this  chapter,  each  package  shall  bear 
on  its  outside  wrapper  or  container  and 
the  immediate  container  the  following 
statement  “For  use  in  the  manufactiire 
of  nonparenteral  drugs  only.” 

(3)  Requests  for  certification;  sam¬ 
ples.  In  addition  to  complying  with  the 
requirements  of  §  146.2  of  this  chapter, 
each  such  request  shall  contain; 

(i)  Results  of  tests  and  assays  on  the 
batch  for  potency,  safety,  moisture,  pH. 
hydrabamine  absorptivity,  phenoxy- 
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methyl  penicillin  content,  and  crystal¬ 
linity. 

(ii)  Samples  required:  10  packages, 
9  containing  approximately  equal  por¬ 
tions  of  not  less  than  300  milligrams  and 
1  containing  not  less  than  2  grams. 

(b)  Tests  and  methods  of  assay — (1) 
Potency.  Using  the  phenoxymethyl 
penicillin  working  standard  as  the  stand¬ 
ard  as  the  standard  of  comparison,  assay 
for  potency  by  either  of  the  following 
methods;  however,  the  results  obtoined 
from  the  iodometiic  assay  shall  be'  con¬ 
clusive. 

(i)  Microbiological  agar  diffusion  as¬ 
say.  Proceed  as  directed  in  §  141.110  of 
this  chapter,  preparing  the  sample  for 
assay  as  follows;  Dissolve  an  accurately 
weighed  sample  in  sufficient  methyl 
alcohol  to  give  a  solution  containing  1,000 
units  of  phetioxymethyl  penicillin  per 
milliliter  (estimated) .  By  means  of  a  vol¬ 
umetric  pipet,  add  dropwise  a  1.0-milli- 
liter  aliquot  of  the  1,000-units-per-milli- 
liter  concentration  to  a  1 -liter  volumetric 
flask  containing  approximately  800  milli¬ 
liters  of  1  percent  potassium  phosphate 
buffer,  pH  6.0  (solution  1),  constantly 
swirling  the  flask  during  the  addition. 
Dilute  to  volume  with  solution  1. 

(ii)  lodometric  assay.  Proceed  as  di¬ 
rected  in  9  141.506  of  this  chapter,  except 
in  lieu  of  paragraphs  (c)(1)  and  (c)  (2) , 
transfer  10  milliliters  each  of  the  sample 
and  working  standard  solutions  to  glass- 
stoppered  Erlenmeyer  flasks,  add  10  mil¬ 
liliters  of  IIV  NaOH,  and  shake  well  im¬ 
mediately  and  5  minutes  later.  Fifteen 
minutes  after  the  initial  shaking,  pipet 
2.0  milliliters  of  the  upper  NaOH  layer 
into  a  125-milliliter  glass-stoppered 
Erlenmeyer  flask  and  proceed  as  directed 
in  paragraphs  (c)  (3)  and  (c)  (4)  of  that 
secti(xi. 
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(2)  Safety.  Proceed  as  directed  in 
9  141.5  of  this  chapter,  except  observe  the 
mice  for  5  days  in  lieu  of  48  hours,  not¬ 
ing  mortality  every  24  hours.  Repeat  the 
test  as  described  in  9  141.5(d)  if  one  or 
more  animals  die  within  5  days.  Prepare 
the  sample  as  follows:  Accurately  weigh 
a  convenient  amoimt  of  the  sample 
(usually  1  or  2  grams)  and  transfer  to  a 
mortar.  Add  1  drop  of  polysorbate  80  and. 
while  grinding  with  a  pestle,  slowly  add 
sufficient  sterile  distilled  water  to  make 
a  10-percent  suspension  (100  milligrams 
per  milliliter)  of  smooth  consistency. 

(3)  Moisture.  Proceed  as  directed  in 
§  141.502  of  this  chapter. 

(4)  pH.  Proceed  as  directed  in  §  141.503 
of  this  chapter,  using  a  saturated  aqueous 
solution  prepared  by  adding  approxi¬ 
mately  5  milligrams  per  milliliter. 

(5)  Hydrabamine  absorptivity.  Place 
an  accurately  weighed  sample  of  approx¬ 
imately  100  milligrams  into  a  125-milli¬ 
liter  separatory  funnel.  Add  20  milliliters 
of  spectrophotometric  grade  chloroform 
and  20  milliliters  of  0.5  N  NaOH.  Shake 
well  for  1  minute.  Allow  the  layers  to 
separate,  filter  the  lower  cholorform 
layer  through  a  cotton  pledget,  and  col¬ 
lect  the  clear  chloroform  solution.  Save 
the  upper  alkaline  layer.  Dilute  5  milli¬ 
liters  of  the  clear  chloroform  filtrate  to 
25  milliliters  with  spectrophotometric 
grade  chloroform.  Using  a  suitable  spec¬ 
trophotometer  equipped  with  a  1-centi- 
meter  quartz  cell  and  chloroform  as  the 
blank,  determine  the  absorbance  of  each 
solution  at  276  nanometers.  (The  exact 
position  of  the  peak  should  be  deter¬ 
mined  for  the  particular  instnunent 
used.)  Calculate  the  hydrabamine  ab¬ 
sorptivity  as  follows: 


Hydrabamine  absorptivity  = 


Absort)ance  of  sample _ 

Grams  of  sample  per  lOO^milliliters 


(6)  Phenoxymethyl  penicillin  content. 
Dilute  5  milliliters  of  the  alkaline  layer, 
prepared  as  described  in  subparagraph 
(5)  of  tlUs  paragraph,  to  25  milliliters 
with  distilled  water.  Treat  a  portion  of 
the  phenoxymethyl  penicillin  working 


standard  in  the  same  manner.  Using  a 
suitable  spectrophotometer  and  0.1  N 
NaOH  as  the  blank,  determine  the  ab¬ 
sorbance  of  each  solution  at  276  nan¬ 
ometers.  Calculate  the  percent  of  phe¬ 
noxymethyl  penicillin  as  follows: 


I’ercont  phenonymetbyl  penicillin^ 


Absorbance  of  samnle  v in  milligrams  y  Percent  phenoxymethyl 
ADsorpance  01  sample  x  of  standard _ ^  penicillin  in  standard 

Absorbance  of  standardXWeight  in  milligrams  of  sample 


(7)  Crystallinity.  Proceed  as  directed 
in  §  141.504(a)  of  this  chapter. 

§  149h.l2  Hydrabamine  plienoxy methyl 
penicillin  oral  suspension. 

(a)  Requirements  for  certification — 
(1)  Standards  of  identity,  strength, 
quality,  and  purity.  Hydrabamine  phe¬ 
noxymethyl  penicillin  oral  suspension  is" 
composed  of  hydrabamine  phenoxy¬ 
methyl  pienicillin  and  one  or  more  suita¬ 
ble  suspending  or  dispersing  agents, 
buffer  substances,  preservatives,  color¬ 
ings,  and  flavorings.  Each  milliliter  con¬ 
tains  hydrabamine  phenoxymethyl  peni¬ 
cillin  equivalent  to  36  milligrams  (60,000 
tmits)  of  phenoxymethyl  penicillin.  Its 
potency  is  satisfactory  If  it  is  not  less 


than  90  percent  and  not  more  than  125 
percent  of  the  niunber  of  milligrams  or 
units  of  phenoxsmethyl  penicillin  that  it 
is  represented  to  contain.  Its  pH  I'?  not 
less  than  4.5  and  not  more  than  6.5.  The 
hydrabamine  phenoxymethyl  penicillin 
used  conforms  to  the  standards  pre¬ 
scribed  by  §  149h.3(a)  (1). 

(2)  Labeling.  It  shall  be  labeled  in  ac¬ 
cordance  with  the  requirements  of 
§  148.3  of  this  chapter. 

(3)  Requests  for  certification;  sam¬ 
ples.  In  addition  to  complying  with  the 
requirements  of  §  146.2  of  this  chapter, 
each  such  request  shall  contain: 

(i)  Results  of  tests  and  assays  on: 

(a)  The  hydrabamine  prfienoxymethyl 
penicillin  used  in  making  the  batch  for 


FEDERAL  REGISTER,  VOL.  38,  NO.  216— FRIDAY,  NOVEMBER  9,  1973 


31006 


RULES  AND  REGULATIONS 


potency,  safety,  moisture,  pH,  hydraba- 
mine  absorptivity,  phenoxymethyl  peni¬ 
cillin  content,  and  crystallinity. 
ib)  The  batch  for  potency  and  pH. 

(ii)  Samples  required: 

(a)  The  hydrabamine  phenoxymethyl 
penicillin  used  in  making  the  batch:  10 
packages,  nine  containing  approximately 
equal  portions  of  not  less  them  300  milli¬ 
grams  and  one  containing  not  less  than 
2  grams. 

(b)  The  batch:  A  minimum  of  five  im¬ 
mediate  containers. 

(b)  Tests  and  methods  of  assay — (1) 
Potency.  Using  the  phenoxymethyl  peni¬ 
cillin  working  standard  as  the  standard 
of  comparison,  assay  for  potency  by  ei¬ 
ther  of  the  following  methods;  however, 
the  results  obtained  from  the  lodometric 
assay  shall  be  conclusive. 

(i)  Microbiological  agar  diffusion  as¬ 
say.  Proceed  as  directed  in  S  141.110  of 
this  chapter,  preparing  the  sample  for 
assay  as  follows:  Place  1.0  milliliter  of 
the  sample  into  a  100-milliliter  volu¬ 
metric  fiask  and  dilute  to  volume  with 
methyl  alcohol.  Further  dilute  an  ali¬ 
quot  with  methyl  alcohol  to  give  a  solu¬ 
tion  containing  1,000  units  of  phenoxy¬ 
methyl  penicillin  r)er  milliliter  (esti¬ 
mated)  .  By  means  of  a  volumetric  pipet, 
add  drop  wise  a  1.0-milliliter  aliquot  of 
the  1,000-units-per-milliliter  concentra¬ 
tion  to  a  1 -liter  volumetric  flask  con¬ 
taining  approximately  800  milliliters  of 
1  percent  potassium  phosphate  buffer, 
pH  6.0  (solution  1), ^constantly  swirling 
the  flask  during  the' addition.  Dilute  to 
volume  with  solution  1. 

(ii)  lodometric  assay.  Proceed  as  di¬ 
rected  in  §  141.506  of  this  chapter,  pre¬ 
paring  the  sample  as  follows;  Dilute  1.0 
milliliter  of  the  sample  with  IN  NaOH 
to  obtain  a  suspension  containing  2,000 
units  per  milliliter  (estimated)  and  add 
approximately  half  the  amoimt  of  chlo¬ 
roform  UJ3P.  Shake  well  immediately 
and  again  after  5  minutes.  Allow  to  stand 
for  a  total  of  15  minutes.  Use  the  upper 
NaOH  layer  as  the  sample.  For  the  blank 
determination,  dilute  1.0  milliliter  of  the 
sample  with  sufficient  1  percent  potas¬ 
sium  phosphate  buffer,  pH  6.0  (solution 
1) ,  to  obtain  a  suspension  containing  2,- 
000  units  per  milliliter  (estimated). 

(2)  pH.  Proceed  as  directed  in  §  141.- 
503  of  this  chapter,  iising  the  undiluted 
drug. 

§  149fa.l3  Hydrabamine  phenoxymethyl 
penicillin  chew  able  tablets. 

(a)  Requirements  for  certification — 
(1)  Standards  of  identity,  strength, 
quality,  and  purity.  Hydrabamine  phe¬ 
noxymethyl  penicillin  chewable  tablets 
are  composed  of  hydrabamine  phenoxy¬ 
methyl  penicillin  with  suitable  diluents, 
binders,  buffers,  colorings,  and  flavor¬ 
ings.  Each  tablet  contains  hydrabamine 
phenoxymethyl  penicillin  equivalent  to 
125  milligrams  (200,000  units)  or  250 
milligrams  (400,000  units)  of  phenoxy¬ 
methyl  penicillin.  Its  potency  is  satisfac¬ 
tory  if  it  is  not  less  than  90  percent  and 
not  more  than  125  percent  of  the  num¬ 
ber  of  milligrams  or  units  of  phenoxy¬ 
methyl  i)enlclllin  that  it  is  represented  to 
contain.  The  loss  on  drying  is  not  more 


than  2  percent.  The  hydrabamine  i>he- 
noxymethyl  penicillin  used  conforms 
to  the  standards  prescribed  by 
S  149h.3(a>(l). 

(2)  Labeling.  In  addition  to  the  label¬ 
ing  requirements  prescribed  by  §  148.3  of 
this  chapter,  this  drug  shall  be  labeled 
‘ffiydrabamlne  phenoxymethyl  penicillin 
tablets.” 

(3)  Requests  for  certification:  sam¬ 
ples.  In  addition  to  complying  with  the 
requirements  of  S  146.2  of  this  chapter, 
each  such  request  shall  contain: 

(1)  Results  of  tests  and  assays  on: 

(a)  The  hydrabamine  phenoxymethyl 
penicillin  used  in  making  the  batch  for 
potency,  safety,  moisture,  pH,  hydraba¬ 
mine  absorptivity,  phenoxymethyl  peni¬ 
cillin  content,  and  crystallinity. 

(b)  The  batch  for  potency  and  loss  on 
drying. 

(ii)  Samples  required: 

(a)  The  hydrabamine  phenoxymethyl 
penicillin  used  in  making  the  batch;  10 
packages,  nine  containing  approximately 
equal  portions  of  not  less  than  300  mil¬ 
ligrams  and  one  containing  not  less  than 
2  grams. 

(b)  The  batch;  A  minimum  of  30 
tablets. 

(b)  Tests  and  methods  of  assay — (1) 
Potency.  Using  the  phenoxymethyl  peni¬ 
cillin  working  standard  as  the  standard 
of  comparison,  assay  for  potency  by 
either  of  the  following  methods;  how¬ 
ever,  the  results  obtained  from  the 
lodometric  assay  shall  be  conclusive. 

(i)  Microbiological  agar  diffusion 
assay.  Proceed  as  directed  in  i  141.110 
of  this  chapter,  preparing  the  sample  for 
assay  as  follows:  Place  a  representative 
number  of  tablets  into  a  glass  blending 
jar  with  sufficient  methyl  alcohol  to  give 
a  convenient  concentration.  Blend  for  3 
to  5  minutes.  Further  dilute  an- aliquot 
with  methyl  alcohol  to  1,000  units  of  phe¬ 
noxymethyl  penicillin  per  milliliter  (es¬ 
timated).  By  means  of  a  volumetric 
pipet,  add  dn^wise  a  1.0-milliliter  aliquot 
of  the  1,000-units-per-milliliter  concen¬ 
tration  to  a  1 -liter  volumetric  flask  con¬ 
taining  approximately  800  milliliters  of  1 
percent  potassiiim  phosphate  buffer,  pH 
6.0  (solution  1).  constantly  swirling  the 
flask  during  the  addition.  Dilute  to  vol¬ 
ume  with  solution  1. 

(ii)  lodometric  assay.  Proceed  as  di¬ 
rected  in  §  141.506  of  this  chapter,  pre¬ 
paring  the  sample  as  follows:  Weigh 
and  flnely  powder  10  tablets.  Transfer 
an  accurately  weighed  portion  of  the 
powdered  tablets,  equivalent  to  about 
200,000  xinlts,  to  a  100-milliliter  voliunet- 
rlc  flask.  Dissolve  the  powder  in  chloro¬ 
form,  dilute  to  volume  with  chloroform, 
and  mix.  Pipet  10  milliliters  of  the  solu¬ 
tion  into  each  of  two  50-milliliter  glass- 
stoppered  centrifuge  tubes.  To  one  tube 
add  10.0  milliliters  of  IN  sodimn  hydrox¬ 
ide.  To  the  other  tube  (which  is  to  be  used 
as  the  blank)  add  10.0  milliliters  of  1 
percent  potassium  phosphate  buffer, 
pH  6.0  (solution  1).  Shake  both  tubes 
vigorously  for  20  to  30  seconds,  and  then 
centrifuge.  Use  the  buffer  layer  for  the 
blank  determination.  In  lieu  of  S  141.506 

(c)  (1)  and  (2),  of  this  chapter,  pipet 
2.0  milliliters  of  the  alkaline  layer  from 


the  flrst  tube  into  a  glass-stoppered 
Erlenmeyer  flask  and  let  stand  for  a 
total  of  15  minutes  from  the  time  the 
sodium  hydroxide  was  added  to  the 
chloroform  solution.  At  the  end  of  the 
15-mlnute  waiting  period,  proceed  as  di¬ 
rected  in  9  141.506  (c)  (3)  and  (c)  (4)  of 
this  chapter. 

(2)  Loss  on  drying.  Proceed  as  di¬ 
rected  in  9  141.501(b)  of  this  chapter. 

Effective  date.  This  order  shall  become 
effective  December  10,  1973. 

(Sec.  507,  59  Stat.  463,  as  amended;  21  U.S.C. 
357.) 

Dated:  October  30,  1973. 

Mary  A.  McEniry, 
Assistant  to  the  Director  for 
Regulatory  Affairs,  Bureau  of 
Drugs. 

[PR  Doc.73-23930  Plied  ll-8-73;8;46  am) 

I  Recodlfl  cation  Docket  No.  1] 
SUBCHAPTER  J— RADIOLOGICAL  HEALTH 

PART  1030— PERFORMANCE  STANDARDS 
FOR  MICROWAVE  AND  RADIO  FRE¬ 
QUENCY  EMITTING  PRODUCTS 

Reorganization  and  Republication; 
Correction 

In  FR  Doc.  73-21646  appearing  at 
page  28624  of  the  Federal  Register  of 
October  15,  1973  (38  FR  28624) ,  the  text 
set  forth  for  9  1030.10  (b)  (3)  and  (c) 
(2)  and  (3)  of  Part  1030  of  Subchapter 
J  (fOTmerly  9  278.212  (b)  (3)  and  (c)  (2) 
and  (3)  of  Part  278  of  Subchapter  F) 
is  effective  August  7,  1974  pursuant  to 
the  amendment  published  in  the  Fed¬ 
eral  Register  of  August  7,  1973  (38  FR 
21262). 

Dated;  November  2, 1973. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 

[PR  Doc.73-23929  Piled  ll-8-73;8:46  am] 

Title  30 — Mineral  Resources 

CHAPTER  I— BUREAU  OF  MINES, 
DEPARTMENT  OF  THE  INTERIOR 

SUBCHAPTER  O — COAL  MINE  HEALTH  AND 
SAFETY 

PART  75— MANDATORY  SAFETY  STAND¬ 
ARDS,  UNDERGROUND  COAL  MINES 

Miscellaneous  Amendments 
Correction 

In  FR  Doc.  73-23221,  appearing  at  page 
29997  in  the  issue  for  Wednesday,  Oc¬ 
tober  31,  1973,  the  reference  in  the  10th 
line  of  paragraph  (6) ,  page  29998,  to  “500 
feet  and  500  feet”  should  read  “500  feet 
and  800  feet”. 

Title  32 — National  Defense 

CHAPTER  I— OFFICE  OF  THE  SECRETARY 
OF  DEFENSE 
SUBCHAPTER  P— RECORDS 

PART  295— AVAILABILITY  TO  THE  PUB¬ 
LIC  OF  DEFENSE  MAPPING  AGENCY 
INFORMATION 

The  Director  of  the  Defense  Mi«>ping 
Agency  has  approved  the  following  policy. 
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This  part  is  Issued  to  implement  the  pro¬ 
visions  of  the  Freedom  of  Information 
Act,  5  U.S.  Code,  Section  552,  within  the 
Defense  Mapping  Agency. 

Sec. 

296.1  Purpose. 

295.2  AppUcabUlty. 

296.3  Authoritv. 

296.4  Bec^onslbUitles. 

295.5  “For  OfiSclal  Use  Only”  records. 

Authoritt  :  5  n.S.C.  301,  552. 

§  295.1  Purpose. 

This  part  establishes  responsibility  for 
making  available  to  members  of  the  gen¬ 
eral  public  the  maximum  amount  of  in¬ 
formation  concerning  the  operations  and 
activities  of  the  Defense  Mapping  Agency 
(DMA). 

§  295.2  Applicability. 

This  part  is  applicable  to  Headquarters 
DMA  and  all  DMA  Components. 

§  295.3  Authority. 

This  part  is  published  In  accordance 
with  the  authority  contained  in  Part  286 
of  this  subchapter. 

§  295.4  Responsibilities. 

(a)  The  Chief  of  Staff,  Headquarters 
DMA,  and  the  Director  of  each  Compo- 
n«it  will,  subject  to  the  exceptions  set 
forth  in  9  286.8  of  this  subchapter: 

(1)  Insure  the  Public  Information  Offi¬ 
cer,  Headquarters  DMA  is  provided  with 
all  materials  relevant  to  publication  in 
the  Federal  Register. 

(2)  Insure  each  Public  Information 
Officer  receives  all  documentary  material 
described  in  §286.7  of  this  subchapter 
upon  notice  of  a  request  from  a  private 
person. 

(b)  The  Public  Information  Officer, 
Headquarters  DMA  will: 

(1)  Subject  to  the  exemptions  in 
9  286.8  of  this  subchapter  and  imless 
readily  available  elsewhere  in  published 
form  and  incorporated  by  reference  in 
the  Federal  Register,  arrange  for  publi¬ 
cation  on  an  up-to-date  basis  in  the  Fed¬ 
eral  Register,  those  circulars,  instruc¬ 
tions,  notices,  and  other  relevant  mate¬ 
rial  which  describe  tiie  fimctions  of  DMA 
and  Inform  all  interested  prsons  how  to 
deal  effectively  with  DMA. 

(2)  Make  material  described  in  99  286.5 
and  286.6  of  this  subchapter  available  for 
public  inspection  and  copying  in  Head¬ 
quarters  DMA,  Building  56,  n.S.  Naval 
Observatory,  Washington.  D.C.  20305. 
This  material  will  be  indexed  in  accord¬ 
ance  with  9  286.6  of  this  subchapter. 

(1)  All  Public  Information  Officers 
will: 

(1)  Respond  to  all  requests  frmn  pri- 
vat  persons  for  records  and  information. 

(2)  If  the  initial  request  for  informa¬ 
tion  does  not  meet  the  requirements  in 
9  286.7(c)  (1)  of  this  subchapter,  the  in¬ 
dividual  will  be  so  advised,  stating  in 
detail  why  the  request  cannot  be  hcmored. 

(3)  Whenever  a  proper  request  for  a 
record  or  document  is  to  be  denied  for 
any  reason  other  than  the  fact  it  has 
bera  classified,  concurrence  of  Counsel  at 
a  CkMnponent  where  available,  or  Coim- 


sel,  Headquarters  DMA,  in  all  other  cases, 
wU  be  obtained. 

(4)  If  any  private  person  is  deniled  a 
record  or  document  the  reason(s)  for 
such  action  shal  be  explained  in  detail 
and  the  individual  advised  of  his  right 
to  app^  the  adverse  decision  to  the  Di¬ 
rector,  DMA. 

(d)  The  Chief  of  Staff.  Headquarters 
DMA.  is  hereby  delegated  authority  to 
make  all  final  determinations  in  accord¬ 
ance  with  the  provisions  of  §  286.10(e) 
of  this  subchapter. 

§  295.5  “For  Official  Use  Only”  records. 

There  shall  be  only  one  designation  for 
marking  unclassifi^  material  and  re¬ 
cords  which  are  the  subject  of  this  part. 
That  d^ignation  shall  be  “FOR  OFFI¬ 
CIAL  USE  ONLY”  (FOUO) .  Its  employ¬ 
ment  shall  be  governed  by  strict  adher¬ 
ence  to  the  provisions  of  9  286.9  of  this 
subchapter. 

Maurice  W.  Roche, 
Director,  Correspondence  and 
Directives.  OASD  {Comptrol¬ 
ler). 

November  5,  1973. 

[FR  Doc.73-23916  FUed  11-3-73:8:46  am] 

Title  38 — Pensions,  Bonuses,  and 
Veterans'  Relief 

CHAPTER  I— VETERANS 
ADMINISTRATION 

PART  17-^EDICAL 

t 

Special  Automobile  Equipment 

On  page  26393  of  the  Federal  Regis¬ 
ter  of  September  20,  1973,  there  was 
published  a  notice  of  proposed  regulatory 
development  to  add  9  17.115d  to  provide 
additional  authority  under  which  pay¬ 
ment  or' reimbursement  for  special  auto¬ 
mobile  equipment  may  be  made.  Inter¬ 
ested  persons  were  given  30  days  in  which 
to  submit  comments,  suggestions,  or 
objections  regarding  the  proposed 
regulation. 

No  written  comments  have  been  re¬ 
ceived  and  the  proposed  regulation  is 
hereby  ad<H)ted  without  change  and  is 
set  forUi  below. 

Effective  date.  This  VA  regulation  is 
effective  January  11, 1971. 

Approved:  November  5, 1973. 

By  direction  of  the  Administrator: 

[seal]  Fred  B.  Rhodes, 

•  Deputy  Administrator. 

§  17.1 15d  Special  automobile  equip¬ 
ment. 

Any  veteran  who  acquires  a  powered 
lifter  or  other  device  of  access  or  egress, 
or  other  appliance  or  therapeutic  or  re¬ 
habilitative  device,  coincident  with  ob¬ 
taining  an  automobile  or  adaptive  equip¬ 
ment  under  the  provisions  of  §  3.808  of 
this  chapter  (where  such  appliance  or 
device  is  not  adaptive  equipment  for 
purposes  of  chapter  39.  title  38,  United 
States  Code)  shall  be  de^ed  to  have 
complied  with  this  section  when  a  medi¬ 
cal  determination  of  need  for  such  is 


made.  The  medical  determination  of 
need  does  not  have  to  precede  the  pur¬ 
chase.  and  payment  or  reimbursement  is 
not  subject  to  the  provisions  of  §9  17.80 
through  17.91,  since  the  procurement  is 
not  to  be  considered  as  unauthorized 
under  these  circumstances  when  the  vet¬ 
eran  would  clearly  have  been  eligible 
and  entitled  to  the  device  or  equipment 
had  the  medical  prescription  b^n  sub¬ 
mitted  in  advance. 

[FR  Doc.73-23940  FUed  11-8-73:8:45  am] 

Title  39 — Postal  Service 
CHAPTER  I— U.S.  POSTAL  SERVICE 

PART  221— GENERAL  PRINCIPLES  OF 
ORGANIZATION 

Purpose  of  Executive  Committee 

At  present,  paragraph  (d)  of  9  221.6 
merely  names  the  members  of  the  Execu¬ 
tive  Committee.  It  does  not  describe  its 
purpose.  This  amendment  adds  the  pur¬ 
pose  of  the  Executive  Committee.  In  ad¬ 
dition,  it  changes  the  membership  by  re¬ 
moving  the  Deputy  Postmaster  General 
from  membership  and  adding  to  the 
Committee  membership  the  Executive 
Assistant  for  Postal  Affairs.  Accordingly, 
paragraph  (d)  of  9  221.6  Is  revised,  upon 
publication  in  the  Federal  Register,  to 
read  as  follows: 

§  221.6  Croups  and  departments. 

*  •  •  •  • 

(d)  The  Executive  Committee  is  the 
established  organization  through  which 
the  Postmaster  General  and  his  top  staff 
collectively  consider  and  act  on  major 
policy,  planning,  and  other  management 
control  matters.  The  Postmaster  Gen¬ 
eral.  the  Senior  Assistant  Postmasters 
General  for  Adminlstrati<m,  Employee 
and  Labor  Relations,  Finance,  and  Op¬ 
erations.  the  General  Counsel,  and  the 
Executive  Assistant  for  Postal  Affairs 
comprise  the  Executive  Committee  of 
which  the  Postmaster  General  is  Chair¬ 
man  and  the  Executive  Assistant  for 
Postal  Affairs  is  Secretary. 

•  •  •  •  • 
Roger  P.  Craig, 
Deputy  General  Counsel. 
(FR  Doc.73-23881  FUed  11-8-73:8:46  am] 

Title  47 — ^Telecommunications 

CHAPTER  I — FEDERAL 
COMMUNICATIONS  COMMISSION 

[FCO  73-1132] 

PART  83— STATIONS  ON  SHIPBOARD  IN 
THE  MARITIME  SERVICES 

Measurement  of  Output  Power 

1.  The  Commission  has  before  it  a  let¬ 
ter  from  Lorain  Eaectronics  Corporation 
which  points  out  that  there  is  need  to  up¬ 
date  99  83.517(c)(2)  and  83.542(d)(2)  to 
in<dude  therein  provision  for  the  meas¬ 
urement  of  output  power  under  condi¬ 
tions  where  the  transmitter  output  is 
connected  to  a  dummy  load  (artificial 
antenna)  of  an  Impedance  which 
matches  the  output  Impedance  of  solid 
state  transmitters. 


FEDERAL  REGISTER,  VOL.  38,  NO.  216 — FRIDAY,  NOVEMBER  9,  1973 


31008 


RULES  AND  REGULATIONS 


2.  The  output  impedance  of  many  of 
the  solid  state  transmitters  currently 
available  have  a  characteristic  output 
impedance  of  50  Ohms.  Inclusion  in  the 
rules  of  the  suggested  amendment  would 
facilitate  vessel  inspection  by  Commis¬ 
sion  personnel  to  determine  compliance 
with  SulH>arts  T  and  U  of  Part  83,  since 
it  would  remove  the  frequaitly  lengthy 
process  of  matching  the  transmitter  out¬ 
put  (50  Ohms)  to  that  prescribed  in 
§§83.517  and  83.542  (10  Ohms  effective 
resistance  and  200  picofarads  capaci¬ 
tance).  Lastly,  it  would  improve  the  ac¬ 
curacy  of  the  output  power  measurement, 
since  it  would  remove  the  need  to  com¬ 
pensate  for  loss  in  the  matching  network. 

3.  The  amendments  to  the  rules,  as 
set  forth  in  the  attached  Appendix,  are 
issued  pursuant  to  authority  contained  in 
sections  4  (i),  303  (f)  and  (r)  of  the  Com¬ 
munications  Act  of  1934,  as  amended. 

4.  The  amendments  adopted  herein 
are  minor  in  nature  and  are  ones  in 
which  the  public  is  not  particularly  inter¬ 
ested,  and,  hence  the  prior  notice  and 
procedure  provisions  of  5  U.S.C.  553  are 
imnecessary. 

5.  Accordingly,  Part  83  of  the  C^munis- 
sion’s  rules  is  amended  as  shown  below, 
effective  Dec«nber  14,  1973. 

(Secs.  4.  303,  48  Stat.,  as  amended,  1066, 
1082;  (47  U.S.C.  154,  303) .) 

Adopted:  October  31.  1973. 

Released:  November  5,  1973. 

Federal  Communications 
Commission, 

[seal]  Vincent  J.  Mullins, 

Secretary. 

Part  83  of  47  CFR  Ch.  I  is  amended  as 
follows: 

1.  In  §  83.517,  paragraph  (c)  (2)  is 
amended  to  read  as  follows: 

§  83.517  Medium  freqnenrj  transminer. 

•  •  •  •  • 

(c)  •  *  • 

(2)  The  transmitter  has  been  demon¬ 
strated,  or  is  of  a  type  which  has  been 
demonstrated,  to  the  satisfaction  of  the 
Commission  as  capable,  with  normal  op¬ 
erating  voltages  applied,  of  delivering 
not  less  than  25  watts  carrier  power  for 
A3  emission  or  50  watts  peak  envelope 
power  for  A3H  emission  on  each  of  the 
frequencies  2182  and  2638  kHz  into  either 
an  artificial  antenna  consisting  of  a 
series  network  of  10  ohms  effective  resist¬ 
ance  and  200  picofarads  capacitance  or 
an  artificial  antenna  of  50  Ohms  nominal 
impedance;  Provided,  however.  That  an 
individual  demonstration  of  the  power 
output  capability  of  the  transmitter,  with 
the  radiotelephone  installation  normally 
installed  on  board  ship,  may  be  required 
whenever  in  the  jude^ent  of  the  Cimi- 
mission  this  is  deemed  necessary. 

2.  In  §  83.542,  paragraph  (d)  (2)  is 
amended  to  read  as  follows : 

§  83.542  Radiotelephone  transmitter. 

•  •  ♦  •  • 

(d)  •  •  • 

(2)  The  transmitter  has  been  demon¬ 
strated.  or  is  of  a  type  which  has  been 


demonstrated,  to  the  satisfaction  of  the 
Commission  as  capable,  with  normal  tol¬ 
erating  voltages  applied,  of  delivering  not 
less  than  50  watts  carrier  power  for  A3 
emission  or  100  watts  peak  envel(0>e 
power  for  A3H  emission  on  each  of  the 
frequencies  2182  and  2003  kHz  into  ^ther 
an  artiflcial  antenna  consisting  of  a 
series  network  of  10  Ohms  effective  re¬ 
sistance  and  200  picofarads  capacitance 
or  an  artiflcial  antenna  of  50  Ohms  nom¬ 
inal  impedance:  Provided,  however.  That 
an  individual  demonstration  of  the  power 
output  capability  of  the  transmitter,  with 
the  radiotelephone  installation  normally 
installed  on  board  ship,  may  be  required 
whenever  in  the  judgment  of  the  Com¬ 
mission  this  is  deemed  necessary. 

(PR  Doc.73-23935  FUed  H-8-73;8:46  am] 


Title  49 — ^Transportation 

CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

SUBCHAPTER  B — PRACTICE  AND  PROCEDURE 

(Ex  Parte  No.  55  (Sub-No.  9)1 

PART  1100— GENERAL  RULES  OF 
PRACTICE 

Modified  Procedure  for  Pleadings 

At  a  General  Session  of  the  Interstate 
Commerce  Commission,  held  at  its  oflBce 
in  Washington,  D.C.,  on  the  27th  day  of 
August  1973. 

It  appearing,  that  Rule  51  (49  CFR 
1100.51)  of  this  Commission’s  General 
Rules  of  Practice  allows  an  applicant  or 
complainant  whose  application  or  com¬ 
plaint  is  being  process^  under  this  Com¬ 
mission’s  modifled  procedure,  10  days 
after  the  flling  of  protestants’  or  defend¬ 
ants’  statements  to  file  a  reply  thereto; 

It  further  appearing,  that  by  petition 
filed  April  27,  1973,  the  Motor  Carrier 
Lawyers  Association  seeks  an  amendment 
of  this  Rule  to  permit  20  da3rs  within 
which  the  ccmiplainant  or  applicant  may 
file  its  reply  under  the  modified  proce¬ 
dure;  that  the  Association  contends  (a) 
that  it  is  the  experience  of  its  members 
that  (with  but  few  exceptions)  the  pres¬ 
ent  10-day  rule  does  not  permit  sufficient 
time  to  prepare  and  submit  a  meaningful 
reply  statement,  (b)  that  the  major  rea¬ 
son  for  its  request  for  an  additional  10 
da3rs  to  file  replies  is  the  deterioration 
of  the  United  States  Postal  Service  to  the 
point  where  "it  cannot  be  relied  upon 
unless  time  is  of  no  importance’’,  (c)  that 
protestants’  and  defendants’  statements 
usually  must  be  mailed  to  shippers  for 
their  comments  and  that  this  additional 
use  of  the  mail  service  results  in  further 
delays  which  compound  the  problem  of 
filing  within  the  presently  prescribed  10- 
day  period,  (d)  that,  as  a  cimsequence, 
while  the  rule  allows  10  da3r5  in  which  to 
file  a  reply  statement,  an  applicant  or 
ctxnplainant  often  has  as  little  as  1  day 
to  prepare  its  statement  and  mail  it  to 
this  Ccmimission,  and  (e)  that  this  Com¬ 
mission  is  lenient  in  granting  extensions 
of  time  to  file  reply  stateihents,  but  that 
the  obtaining  of  additional  time  is  costly 
and  time  consuming  both  to  the  repre¬ 
sentative  of  the  complainant  or  applicant 
and  our  overburdened  staff; 


It  is  further  appearing,  that  pursuant 
to  section  553  of  the  Administrative 
Procedure  Act  (5  U.S.C.  553),  notice  of 
the  filing  of  the  petiticm  was  published 
in  the  Federal  Register  on  May  18.  1973 
(38  FR  12822-12823);  that  the  notice 
stated  that  no  oral  hearing  was  contem¬ 
plated,  and  persons  desiring  to  par¬ 
ticipate  in  these  proceedings  were  In^ted 
to  file  representations  supporting  or  op¬ 
posing  the  relief  sought;  that  the  parties 
listed  in  the  Appendix  to  this  order  have 
submitted  comments  which  unquali¬ 
fiedly  support  the  relief  sought;  and  that 
no  representations  were  filed  (^posing 
the  relief  sought; 

It  further  appearing,  that  the  granting 
of  the  relief  sought  will  continue  to  as¬ 
sure  the  public  of  fair  and  equitable 
procedures  before  this  Commission,  will 
alleviate  the  burdens  presently  upon  par¬ 
ties  that  may  not  have  sufficient  time 
properly  to  prepare  reply  statements,  and 
will  ease  this  Commission’s  administra¬ 
tive  burdens  occasioned  by  the  process¬ 
ing  of  requests  for  extensions  of  the  said 
filing  dates;  and  that  the  evidence  of 
record  amply  warrants  the  action  set 
forth  below; 

And  it  further  appearing,  that  persons 
practicing  before  this  Commission  are 
forewarned  that  in  view  of  the  action 
taken  herein  requests  for  extensions  of 
time  for  the  filing  of  the  involved  reply 
statements  will  be  treated  less  leniently 
in  the  future; 

Wherefore,  and  good  cause  appearing 
therefor: 

It  is  ordered,  ’That  Subchapter  B  of 
Chapter  X  of  Title  49  of  the  Code  of 
Federal  Regulations  be.  and  it  is  hereby, 
amended  so  that  S  1100.51  shall  read  as 
follows: 

§  1100.51  Modified  procedure;  when 
pleadings  filed  and  served.  (Rule  51) 

Within  20  days  from  the  date  of  an 
order  requiring  modified  procedure,  com¬ 
plainant  shall  serve  upon  the  other  par¬ 
ties  a  statement  of  all  the  evidence  upon 
which  it  relies.  Within  30  days  there¬ 
after  defendant  shall  serve  its  statement. 
Within  20  days  thereafter  cmnplainant 
shall  serve  Its  statement  in  reply.  No  fur¬ 
ther  reply  may  be  made  by  any  party 
except  by  permission  of  the  CTommission. 

(49  n.S.C.  17,  305,  916,  and  1017  and  5  UJ8.C. 
653.) 

It  is  further  ordered.  That  this  order 
shall  become  effective  on  October  1, 1973, 
and  shall  continue  in  effect  until  further 
order  of  the  Commission. 

And,  it  is  further  ordered.  That  notice 
of  this  order  shall  be  given  to  the  gen¬ 
eral  public  by  depositing  a  copy  of  this 
notice  in  the  Office  of  the  Secretary  of 
the  Commission  at  Washington,  D.C.,  f<v 
public  inspection  and  by  filing  a  copy 
thereof  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Commission. 

[SEAL]  Robert  L.  Oswald, 

Secretary, 

[FB  Doo.73-a3968  Piled  11-8-78:8:46  am] 
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Title  24 — Housing  and  Urban  Development 
CHAPTER  X— FEDERAL  INSURANCE  ADMINISTRATION 

SUBCHAPTER  B— NATIONAL  FLOOD  INSURANCE  PROGRAM 

PART  1915— IDENTIFICATION  OF  SPECIAL  HAZARD  AREAS 

[Docket  No.  FI-245] 

List  of  Communities  With  Special  Hazard  Areas 

The  Federal  Insiurance  Administrator  finds  that  comment  and  public  procedure  and  the  use  of  delayed  effective  dates  in 
identifying  the  areas  of  communities  which  have  special  flood  or  mudslide  hazards,  in  accordance  with  24  CFR  Part  1915, 
would  be  contrary  to  the  public  interest.  The  purpose  of  such  identifications  is  to  guide  new  development  away  from  areas 
threatened  by  flooding,  a  piupose  which  is  accomplished  pursuant  to  statute  by  denying  subsidized  flood  insurance  to  struc¬ 
tures  thereafter  built  within  such  areas.  The  practice  of  issuing  proposed  identifications  for  comment  or  of  delaying  effective 
dates  would  tend  to  frustrate  this  purpose  by  permitting  imprudent  or  unscrupulous  builders  to  start  construction  within  such 
hazardous  areas  before  the  oflacial  identification  became  final,  thus  increasing  the  communities’  aggregate  exposure  to  loss  of 
life  and  property  and  the  agency’s  financial  exposure  to  flood  losses,  both  of  which  are  contrary  to  the  statutory  purposes  of 
the  program.  Accordingly.,  the  Department  is  not  providing  for  public  comment  in  issuing  this  amendment  and  it  will  become 
effective  November  9,  1973.  Section  1915.3  is  amended  by  adding  in  alphabetical  sequence  a  new  entry  to  the  table,  which 
entry  reads  as  follows; 


§  1915.3  List  of  commnnities  special  hazard  areas. 

*  *  * 

«  * 

♦  * 

Effective  date 
of  identification 

state  County  Location  Map  No. 

State  map  repository 

Local  map  repository 

of  areas  wtdeh 
have  special 
flood  hazards 

•  G  • 

•  • 

• 

Arkansas . Clay . rigeott,  City  of...  n  05  021  3130  01..  Division  of  Soil  and  Water  Ecsources. 

State  Department  of  Commerce, 
1920  West  Capitol  Ave.,  Little  Rock, 
Ark.  72201. 

Arkansas  Insurance  Department,  400 
University  Tower  Bldg.,  Little 
Rock,  Ark.  72204. 

Do . . Crawford . Van  Buren,  City  H  06  033  3930  01  . do . . . 

of.  through 

H  06  033  3930  04 

Do _ _ _ Hot  Springs _ Malvern,  City  of..  H  05  059  2600  01  . do . 

through 

H  06  059  2600  02 

Do . Howard . . Nashville,  City  of.  H  06  061  2790  01  . do . . . 

tlirough 

H  05  061  2790  02 

Do . Jackson . Newport,  City  of..  H  06  067  2820  01  . do . 

through 

H  06  067' 2820  03 

Do . . . do _ Tuckerman,  City  H  06  067  3870  01 . .do . . . 


Do . Mississippi . Blythevllle,  City  H  06  0!»3  0460  m  . do . 

of.  through 

H  06  093  0450  (ft 

Do . do .  Oosnell,  City  of...  H  06  093  1636  01 . do . 

Do... . Poinsett _ _ Turmann,  City  of.  H  05  111  3800  (H . do . . . 

Do .  Randolph . Pocahontas,  H  05  121  3190  01  . do. . 

Town  of  through 

H  05  121  3190  04 

Do . Saline .  Benton,  City  of...  H  05  125  0330  01  . do . 

,  through 

•  H  05  l‘>5  0330  06 

California . Colusa . Colusa,  City  of _ H  06  Oil  0800  01,.  Department  of  Water  Resources,  P.O. 

Box  388,  Sacramento,  Calif.  95802. 
California  Insurance  Department,  107 
South  Broadway,  Lm  Angeles, 
Calif.  90012  and.  1407  Market  St.,  San 
Francisco,  Calif.  94103. 

n  08  041  1930  01..  Colorado  Water  Conservation  Board, 
Room  102,  1845  Sherman  St., 

Denver,  Colo.  80203. 

Colorado  Division  of  Insurance,  106 
State  OQice  Bldg.,  Denver,  Colo. 
80203. 

H  09  003  0223  01..  Department  of  Enviroruncntal  Pro- 
toctiom  Director  of  Water  and  Re¬ 
lated  Resources,  Room  207  Stat%» 
Office  Bldg.,  Hartford,  Conn.  06115. 
Connecticut  Insurance  Department, 
State  Capitol  Bldg.,  165  Capitol 
Ave.,  Hartford,  Conn.  06115. 

Florida _ Holmes. Bonifay,  City  of. .  H  12  059  0310  01..  Department  of  Community  Affairs, 

2571  Executive  Center  Circle  East, 
Howard  Bldg.,  Tallahassee,.  Fla. 
32301. 

State  of  Florida  Insurance  Depart¬ 
ment,  Treasurer’s  Office,  The  Cap¬ 
itol,  'Tallahassee,  Fla.  32^. 

ldaho.;i:.r;ri^  Bonneville..^.:.;.  Iona,  City  of _ :.  H  16  019  0810  01..  Department  of  Water  Administration, 

State  House,  Annex  2,  Boise,  Idaho 
83707. 

Idaho  Department  of  Insurance, 
Room  206,  Statehouse,  Boise,  Idaho 
83707. 


Colorado .  El  Pasco . .  Palmer  Lake, 

Town  of. 


Connecticut.....  Hartford..-. . E.Windson, 

Town  of. 


Mayor,  City  Hall,  Piggott,  Ark.  72454.  Nov.  16,  1973. 


Mayor,  City  Hall,  Van  Buren,  Ark.  Do. 
72956. 

City  Manager,  City  Hall,  Malvern,  Do. 
Ark.  72104. 

Mayor,  City  Hall,  Nashville,  Ark.  Do. 
71882. 

City  Manager,  City  Hall,  Newport,  Do. 
Ark.  72112. 

Mayor,  City  Hall,  Tuckerman,  Ark.  Do. 
72473. 

Mayor,  Blythevllle,  Ark.  72315 .  Do. 


Mayor,  Gosnell,  Ark.  72316 .  Do. 

Mayor,  Turmann,  Ark.  72472 .  Do. 

Planning  Commission,  City  Hall,  Do. 

Pocahontas.  Ark.  72455. 

Mayor,  City  Hall,  Benton,  Ark.  72015. .  Do. 


City  Hall,  260  Sixth  Street,  Colusa,  Do. 
CaUf.  95932. 


Town  Hall,  Town  Clerk,  Palmer  Do. 
Lake,  Colo.  80133. 


Town  Hall  of  Town  of  East  Windson,  Do. 
11  Rye  St.,  Broad  Brook,  Conn. 

06016. 


Mayor,  City  Hall,  Bonifay,  Fla.  32425.  Do. 


Mayor,  Iona,  Idaho  83417 . Do. 
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8t«t«  County  Loofttlon  M»p  No.  Btate  map  rq;>06ltory 


Effective  date 
of  Identification 
Local  m^)  repository  of  areas  which 

have  special 
flood  hazards 


•  •  • 

lUinols.TTiTTvvii  Cook. 


ArHogton  H  17  031  0280  01.^  Department  of  Local  Oovemment  Planing  Commission,  Village  of  Ar- 

He^hts,  Village  - .  _  .  -  ...  _  .  .  .  t. 

oL 


Affairs,  KO  West  Washington  Bt.. 
Chlearo,  m.  00606. 

DUnois  Insnranee  Department,  .625 
West  Jefferson  St.,  Sprlngfleld,  IIL 


Hngton  Heights,  ArUngton  Heights, 
ni.  00006. 


nn - 

Mt.  Prospect, 
Village  of. 

Itasca,  Village  of.. 

Granite  City . . 

H  17  031  5870  01 

62702. 

Do-.xvr;:^ 

Do 

Du  Page..;.; . 

through 

H  17  081  5870  06 
H  17  043  4220  01 
through 

H  17  043  4220  02 
H  17  119  3550  01 

. do . 

Do..-.r;:.r:. 

Peoria . -. . 

Peoria  Heights, 
Village  of. 

through 

H  17  119  3550  06 
H  17  143  0660  01 

T>A - 

Pike  . 

through 

H  17  143  6660  02 
H  17  149  7020  01.. 

Hrt  -- 

Bt.  Clair . 

Villiwe  of. 

H  17  163  2610  01 

Do 

City  of. 

through 

n  17  163  2610  07 

B  17  163  4730  01.. 

no  -  -  - 

of. 

Chatham,  Village 

H  17  167  1600  01 

of. 

through 

H  17  167  1600  02 
H  17  167  7360  01.. 

Louisiana . 

Acadia  Paiisb . 

Village  of. 
Church  Point, 

H  22  001  0390  01 

state  Department  of  Public  Works, 

T>rt _ 

Town  of. 

West  Monroe, 

City  of. 

Blidell,  City  of.... 

through 

H  22  001  0390  03 

H  22  073  2410  01 

P.O.  Box  44165,  CapiUd  Station, 
Baton  Rouge,  La.  70^. 

Louisiana  Insurance  Department, 
Box  44214,  Capitol  Station,  Baton 
Rouge,  La.  70804. 

Do......;... 

Bt.  Tammy 

tllFOUgh 

H  22  073  2410  03 
H  22  103  2180  01 

. do . 

Do . 

Parish. 

Winn  Parish . 

Winnficld,  Town 

through 

H  22  103  2180  a5 
H  22  127  2440  01 

_ do . 

Maryland . 

.  Carroll . 

cf. 

,  Union  Brifige, 

through 

H  22  127  2440  02 
H  24  013  1600  01 

Department  of  Water  Resources,  State 

Mlcbig.an . 

.  Macomb . 

Town  of. 

.  Harrison,  Town- 

H  26  099  3390  01 

Office  Bldg.,  Annapolis,  Md.  21401. 
Maryland  Insurance  Depvtment,  301 
West  Preston  St.,  Baltimore,  Md. 
21201. 

Water  Resources  Commission,  Bureau 

Minne.<iota . 

.  Dakota . 

ship  of. 

.  Hastings,  City  of.. 

through 

H  26  099  3390  07 

.  H  27  037  3120  01. 

of  Water  Management,  Stevens  T. 
Mason  Bldg.,  losing,  Mich.  48926. 
Michigan  Insurance  Bureau,  111  North 
Hosmer  St.,  Lansing,  Micb.  48913. 

.  Division  ofWaters,Soite  and  MineraLs, 

Do  . . 

Swift . 

.  Appleton,  Village 
of. 

Granite  Falls, 

H  27  151  0200  01 

Department  of  Natural  Resources, 
Centennial  Office  Bldg.,  St.  Paul, 
Minn.  .55105. 

Minnesota  Division  of  Insurance, 
R-210  State  Office  Bldg.,  St.  Paul, 
Minn.  5.5101. 

Do . . 

.  Yellow  Medicine 

through 

H  27  151 0200  02 

H  27  173  2860  01 

. do . 

Misfiissipin . . 

and  Cblpewa 

.  Washington . . 

City  of. 

.  Greenville,  City 

throufdi 

H27  173  2860  02 

H  28 151  0990  01 

Mississippi  Research  and  Development 

of. 

through 

H  28  151  0990  06 

Outer,  P.O.  Drawer  2476,  Jadison, 
Miss.  39205. 

Prospect,  112  East  Northwest  High¬ 
way,  Mt.  Prospect,  111.  00056. 

Ullage  of  Ita.sca,  100  North  Walnut 
Ave.,  Itasca,  111.  60143. 


Uraulte  City,  Ill.  62040. 


mission,  Snite  7-A,  Junction  City, 
Peoria,  lU.  61614. 


ment  Department,  331  East  Bro^- 
way  Ave.,  East  St.  Louis,!!!.  62201. 


South  Church,  Belleville,  HI.  62220. 


Riverton,  111.  62561. 
Oayor,  City  Hall,  Ch» 
705'26 


luildiikg  Iiuspec^tor,  City  Complex, 
Haynes  St.,  West  Monroe,  La.  71291. 


1  West  Broadway  St.,  Union  Bridge, 
Md.  21791. 


Township  of  Harri.son,  38151  L'Anse 
Creuse,  Mount  Clemens,  Mich. 
48043. 


City  Clerk  Administrator,  City  Hall, 
100  Sibley  St.,  Hastings,  Minn.  55033. 


Ntw  York .  Livingston. 


Mount  Morris, 
Village  of. 


Do .  Steuben 

D4 . • 


_ Fainted  Post, 

Village  of. 

do .  South  Coming, 

Village  of. 


H  36  051  3939  01 
through 
11  360.51  3!'30  02 


H  36  101  4620  01 

H  36  191 .5820  03 
through 
H  36  191 .5820  04 


e  iiy  iiaii,  wo  rreiiuce  or.,  uraiuw 
Falls,  Minn.  56241. 

City  Clerk,  City  of  Qreenville,  City 
Hall,  Oreenville,  Miss.  38701. 

Mis.sis.sippi  Insurance  Department, 

910  Woolfolk  Bldg.,  Jackson,  Miss. 

39205. 

New  York  State  Department  of  En- Village  Hall,  Mount  Morris,  N.Y. 
vironmental  Conservation,  Division  14.510. 
of  Resources,  Management  Services, 

Bureau  of  Water  Management,  Al¬ 
bany,  N.Y.  12201. 

New  York  State  Insurance  Depart¬ 
ment,  123  William  St.,  New  York,  N.Y 
10038,  and  324  State  St.,  Albany, 

N.Y.  12210. 

. do . Village  Hall,  Painted  Post,  N.Y. 

14870. 

. do .  Village  Clerk’s  Office,  413  Park  Ave., 

Corning,  N.Y.  14830. 


Do. 

Do. 

Do. 

Do. 

Da 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Do. 


Milage  Clerk,  Appleton,  Minn.  .56208..  Do. 


Do. 


Do. 


Sept.  7,  1973  and 

Nov.  10,  1073. 
July  13,  im  and 
Nov.  10, 1973. 
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StsU  County  Location  Map  No.  State  map  repository 


Eflectlve  date 
of  identification 
Local  map  repository  of  areas  which 

have  special 
flood  hazards 


North  Dakota.  .  TraiB . Hflbhero,  City  of.  H  M  097  1580  M..  Stote  Water  Conunisrioa.  State  OlBo» 

Bldg.,  900  East  Blvd.,  Bismarck, 
•  N.  Dak.  58501. 

North  Dakota  Insurance  Department, 
State  Capitol,  Bismarck,  N.  Dak. 


Do..^=.:»  La  Moure _ La  Moure,  City  of.  H  38  145  1730  01. 

Ohio . Crawford _ Bucyrus,  City  of..  H  89  Ott  1180  M 

through 

H  39  033  1130  Oa 


Do..r...z _ Cuyahoga _ Lakewood,  City  H  39  035  4040  01 

oL  through 

H  39  035  4040  OS 

arecM... . Spring  VaDey,  H  89  057  7810  01. 

Village  of. 

Do . . Frank^,Cltyof..  H  39  165  2710  01 

through 

H  39  165  2710  03 

Da..;..^ _ MarloB _ _ Oreen  Camp _ H  39  191  3140  01. 

OregoB _ Oiaokamaa _ Canby,  City  of _ H  41  005  0260  01 

through 

H  41  005  0260  02 


Do....i..-.^  UmaUlla . Milton-  H  41  059  1350  01 

Freewater,  through 

City  af.  H  41  059  1350  02 

T>a-r-r___- _ do.- . Pilot  Rock,  H  41  059  1640  01. 


_ do . 

Ohio  Department  of  Natural  Ra- 
aoureea,  Ohio  Departments  Bldg., 
Columbus,  Ohio  43215. 

Ohio  Insurance  Department,  115  East 
Rich  St.,  Columbus,  Ohio  43215. 

_ da . . . . . . . 


.do. 

.do. 


_ do. . . . . . 

Executive  Daparimeot,  State  of  Ore¬ 
gon,  Salem,  Oreg.  97310. 

Oregon  Insurance  Division,  Depart¬ 
ment  of  Commerce,  158  12th  St., 
NE.,  Salem,  Oreg.  97310. 

_ do. _ _ _ _ 


City  of. 

Pennsylvaida...  Dolawara _ Calwyn,  Borough  H  42  045  1570  01..  D^artment  of  Community  Affairs, 

of.  Gommon wealth  of  Pennsylvania, 

Hairisburg,  Pa.  1712a 
Pennsylvania  Insurance  Department, 
108  Finance  Bldg.,  Hairi^urg,  Pa. 
17120. 

South  Dakota...  Meade - Sturgis,  City  of...  H  46  093  2560  01..  South  Dakota  Planning  Agency, 

State  Capitol  Bldg.,  Pienn,  8.  Dak. 
57501. 

South  Dakota  Department  of  Insur¬ 
ance,  insurance  Bldg.,  Pierre,  8. 


Do-.r;;...:. 
Wisccmsin _ i. 


Union . N.  Sioux  CHy,  H  46  127  2005  01 

City  of.  through 

H  46  127  2005  02 

Winnebago . Menasha,  City  of..  H  53  139  2960  01 

through 

H  53  139  2980  03 


Dak.  57501. 
...do . . 


Department  of  Natural  Resources, 
P.O.  Box  450,  Madison,  Wis.  53701. 
Wisconsin  Insurance  Department,  212 
North  Bassett  St.,  Madismi,  Wis. 
53703. 


ChAln&ftiL  Boftrd  4rf  Oity  rvkmmi^ 
sioners,  Hillsboro,  N.  Dak.  58045. 


Mayor,  La  Moure,  N.  Dak.  58458 _ ;; 

Mayor,  City  Hall,  500  South  Sandusky 
St.,  Bucyrus,  Ohio  44B3a 


Lakewood  City  Hall,  13B50  Detroit 
Ave.,  Inkewood,  Ohio  44107. 

Village  Councfl,  Sprii^  Valley,  Ohio 
45370. 

City  Manager,  City  Bldg.,  Franklin, 
Ohio  45005. 

Mayor,  Green  Camp,  Ohio 43322 _ ; 

Mayor,  City  Hall,  Canby,  Oreg.  97013. 


Mayor,  City  Hail,  11  Southweat  5th, 
Milton-Freewater,  Oreg.  97882. 

Mayor,  CHy  HaU,  Pilot  Bock,  Oreg. 
97868. 

Colwyn  Borough  HaU,  3d  and  Square 
St.,  Ckdwyn,  Pa.  19028. 


Municipal  Bldg.,  1147  Sherman  St., 
Sturgis,  S.  Dak.  57785. 


City  HaU  Bldg.,  North  Umk  OHy. 
S.  Dak.  57049. 

City  Hall,  ITS  Main  St.,  Meaaafaa, 
Wis.  54952. 


Do. 

Da. 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 


(Nattonal  Flood  Insurance  Act  of  1968  (title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968) ,  effective  Jan.  38,  1966  (88  FB  17804, 
Not.  38, 1968),  as  amended  (secs.  408-410,  Public  Law  91-152,  Dec.  34,  1969),  42  UH.C.  4001-4127;  and  Seoetary'a  delegation,  of  authority  to 
Federal  Insurance  Administrator,  34  FB  2680,  Feb.  27,  1969.) 


Issued:  October  31,  1973. 


George  K.  Bernstein, 

Federal  Insurance  Administrator. 


[PR  Doc.73-23801  Filed  11-7-73:8:45  ami 
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_  Proposed  Rules _ 

This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  Is  to  give  interested  persons  an  opportunity  to  participate  in  the  rulemaking  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  AGRICULTURE 
Fanners  Home  Administration 
[  7  CFR  Part  1873  ] 

[FHA  Instruction  471.1] 

CERTIFICATE  OF  BENEFICIAL 

OWNERSHIP  AND  INSURED  NOTES 

Proposed  Termination  of  Individual  Insured 
Notes 

Notice  is  hereby  given  that  the  Farmers 
Home  Administration  (FHA)  has  vmder 
consideration  a  proposed  revision  of  7 
CFR  Part  1873  (37  FR  23628).  The  pro¬ 
posed  revision  of  Part  1873  would  termi¬ 
nate  the  sale  of  individual  insured  notes 
by  the  Farmers  Home  Administration. 
Certificates  of  Beneficial  Ownership  in  a 
trust  of  FHA  Insured  Loans  would  be  sold 
to  the  investing  public.  The  sale  of  Cer¬ 
tificates  of  Beneficial  Ownership  would 
enable  FHA  to  offer  an  investment  in¬ 
strument  that  would  have  even  denomi¬ 
nations,  a  fii^  principal  amoimt  imtil 
maturi^,  and  would  allow  denomina¬ 
tional  exchanges. 

Part  1873  also  sets  out  proposed  regu¬ 
lations  for  servicing  eidsting  insured 
notes  that  have  been  sold.  It  incorporates 
regulations  pertaining  to  lost,  stolen, 
mutilated  or  defaced  insured  notes,  in¬ 
surance  contracts,  and  certificates  of 
beneficial  interest  previously  published  in 
the  Federal  Register  dated  August  30, 
1973  (38  FR  23412),  as  Part  1875,  “Loss, 
Iheft,  Destruction,  Mutilation,  or  De¬ 
facement  of  Insured  Notes  and  Insmance 
Contracts.”  That  proposal  will  be  with- 
^awn. 

Part  1812  of  mie  7  of  the  Code  of  Fed¬ 
eral  Regulations  (32  m  8366),  Loan 
Checks,  Notes,  and  Insurance  Endorse¬ 
ments  for  Insiued  Loans  Made  by  Local 
Lenders,  Except  Certain  Insured  Loans 
to  Public  Bodies,  would  become  obsolete 
upon  the  effective  date  of  new  Part  1873. 
TTie  regulations  in  this  part  would  no 
longer  be  applicable  as  the  sale  of  indi¬ 
vidual  notes  would  be  disccmtinued. 

Interested  persons  are  invited  to  sub¬ 
mit  written  comments,  suggestions,  or 
objections  regarding  the  proposed 
amendment  to  the  Deputy  Administra¬ 
tor  Comptroller,  Farmers  Home  Admin¬ 
istration,  U.S.  Department  of  Agricul¬ 
ture,  Room  5007,  South  Building,  Wash¬ 
ington,  D.C.  20250,  on  or  before  Decem¬ 
ber  10,  1973.  All  written  submissions 
made  pursuant  to  this  notice  will  be 
made  available  for  public  inspecticm  at 
the  Office  of  the  Deputy  Administrator 
Comptroller  during  regular  business 
hours  (8:15  a.m.  to  4:45  p.m.). 

As  propo.sed.  revised  Part  1873  will 
read  as  follows: 


PART  1873— CERTIFICATES  OF  BENEFI¬ 
CIAL  OWNERSHIP  AND  INSURED  NOTES 

Subpait  A — Certificates  of  Beneficial  Ownership 
in  Farmers  Home  Administration  Loans 

S6C 

1873.1  Definitions. 

1878 it  Special  truste  of  loans. 

1873A  Certificates  of  beneficial  ownership. 
1873.4  Issue  date  and  maturity  of  c«^ifi- 
cates. 

Subpart  B 

1873.11-1873.20  [Reserved] 

Subpart  C — Certificates  Issued  by  the  FlnaiKO 
Office  of  the  Fanners  Home  Administration 

1873i21  Order  and  payments. 

1873.22  (Reserved] 

1873.23  Registration. 

1873.24  Errors  In  registration. 

1873.25  (Reserved] 

1873.26  Transfers  and  exchanges  of  certifi¬ 

cates — closed  periods. 

1873.27  (Reserved] 

1873.28  Redemption  or  pajrment. 

1873.29  [Res^red] 

1873.30  Assignments. 

1873.31  Death  of  certificate  hcdder. 

1873.82  Replacement  of  certificates. 

Subpart  D — Servicing  of  Insurad  Notes 
Outstanding  With  Investors 

1873.41  D^egatlons  of  authcsity. 

1873.42  General  policies. 

1873.43  Procedure  for  sale  of  Insured  notes 

by  private  holders  to  private 
lenders. 

1873.44  Procedure  for  assignment  ot  Insured 

notes  to  Farmers  Home  Admin¬ 
istration. 

1873.45  Replacement  of  called  or  fully  paid 

notes. 

1873.46  Procedure  to  be  followed  upon  the 

death  of  a  holder  of  an  insured 
note. 

Subpart  E — Loss  Theft,  Destruction,  Mutilation 
or  Defacement  of  Insured  Notes,  Insurance 
Contracts,  and  Certificates  of  Beneficial 
Ownership 

1873.51  General. 

1873.52  Authorization. 

1873.53  Policies. 

Authoritt:  7  UH.C.  1989,  42  D.S.C.  1480, 
delegation  of  authority  by  the  Secretary  of 
Agriculture,  38  PR  14944,  1498,  7  CFR  2.23, 
delegation  of  authority  by  the  Assistant  Sec¬ 
retary  for  Rural  Development,  38  FR  14944, 
14952,  7  CFR  2.70. 

Subpart  A — Certificates  of  Beneficial  Own¬ 
ership  in  Farmers  Home  Administration 
Loans 

§  1873.1  Definitions. 

As  used  in  Subparts  A,  C,  D,  and  E,  of 
this  part,  the  following  definitions  will 
apply: 

(a)  “Announcement  of  sale”  shall 
mean  any  notice  of  terms  and  conditions 
respecting  a  sale  of  certificates. 


(b)  “Certificate”  shall  mean  a  Certifi¬ 
cate  of  Beneficial  Ownership  Issued  by 
Farmers  Home  Administration  under 
this  part. 

(c)  “Director,  Finance  Office”  is  the 
Director  or  the  Insured  Loan  Officer  of 
the  Finance  Office  of  FHA. 

(d)  “FHA”  Is  the  United  States  acting 
through  the  Farmers  Home  Administra¬ 
tion. 

(e)  “Finance  office”  is  the  office  which 
maintains  the  FHA  finance  records.  It 
is  located  at  1520  Market  Street,  St. 
Louis,  Missouri  63103.  (Phone:  314- 
622-4400) 

(f)  “Fixed  period”  is  any  time  .in¬ 
terval  (preceding  an  option  period)  dur¬ 
ing  which  the  Insiu^d  holder  is  not 
entitled  to  require  FHA  to  purchase  the 
insured  note,  as  specified  in  the  insur¬ 
ance  agreement. 

(g)  “Insurance  agreement”  is  the  en¬ 
tire  contract  evidencing  and  setting  forth 
the  terms  and  conditions  of  FHA  Insiu*- 
ance  of  the  payment  for  the  insured 
note.  The  insurance  agreement  with  re¬ 
spect  to  any  particular  loan  may  be  evi¬ 
denced  by  Form  FHA  440-5,  “Insurance 
Endorsement  (Insured  Loan) ,”  Form 
FHA  440-30,  “Insurance  Endorsemait 
(Insured  Loans),”  Form  FHA  471-6, 
“Reinsurance  and  Repurchase  Agree¬ 
ment  (Automatic  Renewal),”  or  any 
other  form  or  forms  prescribed  by  the 
National  Office  and  executed  by  an  au¬ 
thorized  official  of  FHA.  It  may  include 
such  provisions  as,  for  example,  an 
agreement  of  FHA  to  purchase  or  re¬ 
purchase  the  loan,  or  to  make  supple¬ 
mentary  payments  from  the  insurance 
fxmd. 

(h)  “Insurance  fund”  is  the  Agricul¬ 
tural  Credit  Insurance  Fund  authorized 
by  section  309  of  the  Consolidated  Farm 
and  Rural  Development  Act,  the  Rural 
Development  Insurance  Fund  authorized 
by  section  309A  of  the  Consolidated 
Farm  and  Rural  Development  Act,  or 
the  Rural  Housing  Insurance  Fund  au¬ 
thorized  by  section  517  of  Title  V  of  the 
Housing  Act  of  1949. 

(i)  “Insured  holder”  Is  the  current 
owner  of  an  insured  note  other  than 
FHA,  according  to  the  records  of  FHA  as 
insurer  of  the  note. 

(j)  “Insm-ed  note”  is  any  promissory 
note  or  bond  evidencing  an  insured  loan 
regardless  of  whether  it  is  held  by  FHA 
in  the  insurance  fund,  by  a  private 
holder,  or  by  FHA  as  Trustee. 

(k)  “Loans”  shall  mean  loans  made 
and  held  in  the  Agricultural  Credit  In¬ 
surance  Fund,  Rural  Development  Insur¬ 
ance  Fund,  or  the  Rural  Housing  Insur¬ 
ance  Fund. 
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(1>  “National  office”  is  the  Adminis¬ 
trator  or  other  authorized  officer  of  the 
FHA  in  Washington,  D.C. 

(m)  “Option  period”  is  any  period  dur¬ 
ing  which  the  insured  holder  has  the  op¬ 
tional  right  to  require  the  FHA  to  piu*- 
chase  the  insured  note,  as  specified  in  the 
insurance  agreement. 

(n)  “Par  value”  is  the  total  amoimt  to 
which  the  insiu-ed  holder  is  entitled  under 
the  terms  of  the  insurance  agreement. 

(o)  “Private  buyer”  is  a  buyer  of  an 
insured  note  other  than  FHA. 

(p)  “Private  holder”  is  an  insured 
holder  other  than  FHA. 

(q)  “Repurchase  agreement”  is  a  pro¬ 
vision  in  the  insurance  agreement  obli¬ 
gating  FHA  to  buy  the  insured  note  at 
the  option  of  the  holders. 

(r)  “Sale,”  or  “seller,”  and  “buyer”  are 
respectively,  the  transfer  of  ownership 
(including  possession  or  the  right  of 
possession) ,  the  transferor,  and  the 
transferee. 

(s)  “State  director”  is  the  State  Direc¬ 
tor  of  FHA  for  the  State  in  which  is 
located  the  real  estate  improved,  pur¬ 
chased,  or  refinanced  with  the  loan 
evidenced  by  the  insured  note. 

§  1873.2  Special  trusts  of  loans. 

(a)  Establishment  of  special  trusts. 
From  time  to  time  FHA  will  place  in 
special  trusts  unmatme  loans  evidenced 
by  notes  or  other  instruments.  Loans  may 
be  placed  into  or  removed  from  a  special 
trust,  but  there  will  always  be  maintained 
in  such  trusts  loans  on  which  the  unpaid 
amount  is  at  least  equal  to  the  face  value 
of  the  outstanding  unmature  certificates 
evidencing  beneficial  ownership  in  such 
special  trust  as  provided  in  paragraph 
(b)  of  this  section. 

(b)  Beneficial  ownership  of  special 
trusts.  To  permit  interest^  persons  to 
acquire  a  l^neficial  ownership  of  loans 
comprising  a  special  trust  established 
under  paragraph  (a)  of  this  section,  FHA 
will  sell  certificates  which  will  evidence 
beneficial  ownership  of  an  interest  in  the 
^>ecial  trust  to  the  extent  of  the  face 
value  of  such  certificates.  FHA  will  own 
an  interest  in  special  trusts  equal  to 
the  amoimt  by  which  the  unpaid  prin¬ 
cipal  amount  of  loans  comprising  the 
trusts  exceeds  the  face  value  of  all  out¬ 
standing  certificates  evidencing  bene¬ 
ficial  ownership  in  such  trusts. 

§  1873.3  Cortificates  of  brnoficial  ownor- 
t^hip. 

(a)  Sale  of  certificates.  Certificates 
will  be  offered  for  sale  from  time  to  time 
by  FHA.  Such  sales  will  be  made  on  such 
terms  and  conditions  as  FHA  may  deem 
appropriate. 

(b)  Form  of  certificates.  The  certifi¬ 
cates  may  be  interest-bearing  or  non- 
interest-bearing.  The  certificates  may  be 
made  payable  to  the  bearer  or  registered 
holder  thereof,  and  will  be  negotiable. 
The  certificates  will  be  issued  in  de¬ 
nominations  specified  in  the  invitations 
for  bid  or  other  announcement  of  sale. 
PV>r  sales  made  from  and  issued  by  the 
National  Finance  Office,  the  terms  of  the 
sales  shall  be  announced  from  time  to 
time  in  the  Federal  Register. 


§  1873.4  Issue  date  and  niaturity  date 
of  certificates. 

The  certificates  will  be  issued  on  such 
dates  and  mature  on  such  dates  as  speci¬ 
fied  in  the  invitation  for  bid  or  other  an¬ 
nouncement  of  sale.  Such  dates  will  ap¬ 
pear  on  the  face  of  the  certificates. 

Subpart  B 

§§  1873.11-1873.20  [Reserved] 

Subpart  C — Certificates  Issued  by  the  Fi¬ 
nance  Office  of  the  Farmers  Home 

Administration 

§  1873.21  Orders  and  payment  proce¬ 
dure. 

Orders  for  investment  in  (jertificates 
may  be  placed  with  the  Finance  Office  by 
mail,  telephone,  or  in  person.  Payment 
for  purchase  of  certificates  may  be  made 
by  a  wire  transfer  to  the  Federal  Reserve 
Bank  of  St.  Louis  for  credit  to  the  Farm¬ 
ers  Home  Administration,  by  a  certified 
check,  or  bank  draft  payable  to  the 
Farmers  Home  Administration.  The  rate 
of  interest  paid  on  the  certificate  will  be 
the  rate  in  effect  on  the  date  the  pay¬ 
ment  is  received  by  the  Finance  Office. 

§  1873.22  [Reserved] 

§  1873.23  Registration. 

The  registration  used  must  express  the 
actual  ownership  of  a  certificate  and 
may  not  include  any  restriction  on  the 
authority  of  the  owner  to  dispose  of  it 
in  any  manner.  FHA  reserves  the  right  to 
treat  the  registration  as  conclusive  own- 
er^ip.  Request  for  registration  must 
be  clear,  accurate  and  complete,  and  in¬ 
clude  the  appropriate  taxpayer  identify¬ 
ing  number  or  social  security  number. 
The  registration  of  all  certificates  owned 
by  the  same  person,  organization,  or 
fiduciary,  should  be  uniform  with  respect 
to  the  name  of  the  owner  and  in  case  of 
fiduciary,  the  description  of  the  fiduciary 
capacity.  Individual  owners  should  be 
designated  by  the  names  by  which  they 
are  ordinarily  known  or  under  which 
they  do  business,  preferably  including  at 
least  one  full  givoi  name.  The  name  of 
an  Individual  may  be  preceded  by  an  ap¬ 
plicable  title,  as  for  example,  “Mrs.” 
“Miss”  “Ms.”  “Dr.”  or  “Rev.”  or  followed 
by  a  designation  such  as  “MD.”  “DJD.” 
“Sr.”  or  “Jr.”  Any  other  similar  suffix 
i^ould  be  included  when  ordinarily  used 
or  when  necessary  to  distingruish  the 
owner  from  a  member  of  his  family.  The 
address  should  include,  where  appropri¬ 
ate,  the  name  and  street,  route,  or  any 
other  location  feature,  and  zip  cc^e. 

* 

§  1873.24  Errors  in  registration. 

If  an  erroneously  inscribed  certificate 
is  received,  it  should  not  be  altered  in 
any  respect,  but  FHA  should  be  furnished 
full  particulars  concerning  the  error 
and  asked  to  furnish  instructions. 

§  1873.2S  [Reserved] 

§  1873.26  Transfers  and  exchanges  of 
certificates— closed  periods. 

(a)  General.  Transfer  of  registered 
certificates  should  be  made  by  assign¬ 
ment  in  accordance  with  this  section. 
Registered  securities  are  eligible  for  de¬ 


nominational  exchange.  Specific  instruc¬ 
tions  for  issuance  and  delivery  of  new 
certificates  signed  by  the  owner  or  his 
authorized  representative  must  accom¬ 
pany  the  certificates  presented.  Certifi¬ 
cate  presented  for  transfer  must  be  re¬ 
ceived  by  FHA  not  less  than  one  full 
month  efore  the  date  on  which  the 
certificates  mature.  Any  certificates  so 
presented  which  are  received  too  late  to 
comply  with  this  provision  will  be  ac¬ 
cepted  for  payment  only. 

(b)  Closing  of  transfer  books.  The 
transfer  books  are  closed  for  one  full 
month  preceding  interest  payment  dates. 
If  the  date  set  for  closing  the  transfer 
books  falls  on  Saturday,  Simday,  or  a 
legal  holiday,  the  books  will  be  closed  as 
of  the  close  of  business  on  the  last  busi¬ 
ness  day  preceding  that  date.  The  books 
are  reopened  on  the  first  business  day 
following  the  date  on  which  interest  falls 
due.  Registered  certificates  which  have 
not  matured,  or  have  been  submitted 
for  transfer,  which  are  received  during 
the  period  the  books  for  that  certificate 
are  closed  will  be  processed  on  or  after 
the  date  such  books  are  reopened.  If  cer¬ 
tificates  are  received  for  transfer  during 
the  time  the  books  are  closed  for  pay¬ 
ment  of  final  interest  at  maturity,  the 
following  action  will  be  taken  in  the  ab¬ 
sence  of  different  instructions: 

(1)  Payment  of  final  interest  will  be 
made  to  the  registered  owner  of  record 
on  the  date  the  books  were  closed. 

(2)  Payment  of  principal  will  be  made 
to  the  assignee  imder  a  proper  assign¬ 
ment  of  the  certificate. 

§  1873.27  [Reserved] 

§  1873.28  Redemption  or  payment. 

(a)  General.  Certificates  are  payable 
in  regular  course  of  business  at  maturity. 
FHA  may  provide  for  the  exchange  of 
maturing  certificates.  The  registered  cer¬ 
tificates  should  be  presented  and  sur¬ 
rendered  for  redemption  to  FHA  at  its 
Finance  Office.  No  assignments  or  evi¬ 
dence  in  support  of  assignments  will  be 
required  by  or  on  behalf  of  the  registered 
owner  or  assignee  for  redemption  for  his 
or  its  account,  or  for  redemption- 
exchange  if  the  new  certificates  are  to  be 
registered  in  exactly  the  same  names  and 
forms  as  appeared  in  the  registrations  or 
assignments  of  the  certificates  sur¬ 
rendered. 

(b)  Redemption  at  maturity.  Regis¬ 
tered  certificates  presented  and  sur¬ 
rendered  for  redemption  at  maturity 
need  not  be  assigned  unless  the  owner 
desires  that  payment  be  made  to  some 
other  person  in  which  case  assigmments 
should  be  made  to  the  “Farmers  Home 
Administration  for  redemption  for  the 
account  of  (inserting  name  and  address 
of  person  to  whom  payment  is  to  be 
made) .” 

Specific  instructions  for  the  issuance 
and  delivery  of  the  redemption  check 
signed  by  the  owner  or  his  authorized 
representative  must  accompany  the  cer¬ 
tificates  unless  included  in  the  assign¬ 
ment.  Payment  of  the  principal  and  in¬ 
terest  will  be  made  by  a  check  drawn  on 
the  Treasmer  of  the  United  States  to  the 
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order  of  the  person  entitled  and  mailed 
in  accordance  with  the  instructions  re¬ 
ceived.  If  instructions  are  not  received 
concerning  interest,  int^est  will  be  paid 
to  the  registered  owner. 

(c)  Interest.  The  interest  on  PHA  cer¬ 
tificates  accrues  and  is  payable  on  an 
annual  basis.  A  full  interest  period  does 
not  include  the  day  on  which  the  last 
preceding  interest  became  due,  but  does 
include  the  day  on  which  the  next  suc¬ 
ceeding  interest  payment  is  due.  Cer¬ 
tificates  will  cease  to  bear  interest  on 
the  date  of  their  maturity.  The  interest 
on  registered  certificates  is  payable  by 
checks  drawn  on  the  Treasurer  of  the 
United  States  to  the  order  of  the  regis¬ 
tered  owners,  except  as  otherwise  pro¬ 
vided  herein.  The  interest  checks  are  pre¬ 
pared  by  FHA  in  advance  of  the  interest 
payment  date  and  are  ordinarily  mailed 
In  time  to  reach  the  addressees  on  that 
date.  Interest  on  a  registered  certificate 
which  has  not  matured  and  which  is  pre¬ 
sented  for  any  transaction  during  the 
period  the  books  for  that  certificate  are 
closed  will  be  paid  by  check  drawn  to 
the  order  of  the  registered  owner  of 
record.  Upon  receipt  of  notice  of  the 
death  or  incompetency  of  an  individual 
named  as  registered  owner,  a  change  in 
the  name  or  in  the  status  of  a  partner¬ 
ship,  corporation,  or  unincorporated  as¬ 
sociation,  the  removal,  resignation,  suc¬ 
cession,  or  death  of  a  fiduciary  or  trustee, 
delivery  of  interest  checks  will  be  with¬ 
held  pending  receipt  and  approval  of 
evidence  showing  who  is  entitled  to  re¬ 
ceive  the  interest  checks.  If  the  inscrip¬ 
tions  on  certificates  do  not  clearly  iden¬ 
tify  the  owners,  delivery  of  Interest 
checks  may  be  withheld  pending  reissue 
of  the  certificates  in  the  correct  registra¬ 
tion,  except  as  provided  in  this  section. 
TTie  final  installment  of  Interest  will  be 
paid  by  check  drawn  to  the  oixier  of  the 
registered  owner  of  record  upon  presen¬ 
tation  and  surrender  of  the  certificate 
for  redemption.  To  assure  timely  delivery 
of  Interest  checks,  owners  should 
promptly  notify  FHA  of  any  change  of 
address. 

§  1873.29  [Reserved] 

§  1873.30  Aditignments. 

Assignments  of  certificates  should  be 
executed  by  the  owner  or  his  authorized 
representative  in  the  presence  of  an 
officer  authorized  to  certify  assignments. 
Assignments  shall  be  made  on  back  of 
the  certificate.  Registered  certificates 
may  be  assigned  to  a  specified  transferee 
or  to  FHA  for  redemption  or  for  ex¬ 
change  for  other  certificates  offered  at 
maturity.  Assignments  to  “United 
States,”  “Farmers  Home  Administra¬ 
tion,”  “Farmers  Home  Administration 
for  Transfer,”  or  “Farmers  Home  Ad¬ 
ministration  for  Exchange”  will  not  be 
accepted  unless  supplemented  by  specific 
Instructions  by  or  in  behalf  of  the  owner. 
If  an  alteration  or  erasure  has  been  made 
In  an  assignment,  the  assignor  shoiild 
be  obtained.  Otherwise,  an  affidavit  of 
explanation  by  the  person  reiq;x)nslble 
for  the  alteration  or  erasure  should  be 
submitted  for  consideration. 


§  1873.31  Death  of  certificate  holder. 

The  Finance  Office  should  be  notified 
(ff  the  death  of  the  registered  owner  of 
a  certificate.  The  following  documents 
should  be  forwarded  with  the  notice  if 
available: 

(a)  A  certified  copy  of  the  death  cer¬ 
tificate. 

(b)  A  certified  copy  of  the  court  order 
appointing  the  Administrator  or  Execu¬ 
tor  (include  the  mailing  address  of  the 
Administrator  or  Executor).  The  Fi¬ 
nance  Office  will  notify  the  person  sub¬ 
mitting  such  notice  and/or  documenta- 
timi  if  any  other  records  or  documents 
are  needed.  Legal  opinions  and  advice 
will  be  obtained  by  the  Finance  Office 
as  needed  from  the  Regional  Attorney. 

§  1873.32  Replacement  of  certificates. 

Xiost,  stolen,  destroyed,  or  mutilated 
certificates  will  be  replaced  by  the  Fi¬ 
nance  Office  upon  the  registered  owner’s 
ccxnpliance  with  the  requirements  of 
Subpart  E  of  this  part. 

Subpart  D — Servicing  of  Insured  Notes 
Outstanding  With  Investors 

§  1873.41  Delegations  of  authority. 

The  Director,  Finance  Office,  is  author¬ 
ized  in  connection  with  the  sale  of  any 
Insured  note  to  execute  required  docu¬ 
ments  on  behalf  of  FHA  and  to  take 
other  appropriate  action,  including,  but 
not  limited  to  acknowledging  notice  of 
sale  of  an  insured  note,  or  requiring  an 
insured  holder  to  sell  an  insured  note  to 
PHA  in  connection  with  any  volimtary 
conveyance  or  foreclosure,  ot  transfer 
related  to  liquidation  of  the  borrower’s 
account  or  any  other  servicing  actimi  so 
related.  Upmi  the  recommendation  by  the 
State  Director  that  purchase  of  an  in- 
siued  note  is  necessary  for  any  servicing 
action  not  related  to  liquidation  of  the 
borrower’s  account  authorization  may  be 
given  by  the  National  Office  to  request 
the  Director,  Finance  Office  to  require  a 
holder  to  sell  an  insured  note  to  FHA. 

§  1873.42  General  policies). 

(a)  Effective  date  of  assignment.  When 
an  insured  note  is  sold  by  a  private  holder 
to  a  private  buyer,  notice  of  such  sale 
executed  by  the  seller  must  be  given  to 
and  acknowledged  by  FHA  in  order  for 
the  sale  to  be  binding  upon  FHA;  and,  as 
to  PHA,  the  effective  date  of  the  sale  will 
be  the  acknowledgment  date  specified  in 
the  acknowledgment  of  notice  executed 
by  PHA. 

(b)  Assignment  to  FHA  at  request  of 
FHA.  At  any  time  FHA  deems  it  neces¬ 
sary  for  proper  servicing  of  the  loan, 
FBLA  may  require  in  writing  a  private 
holder  to  sell  an  insured  note  to  FHA. 

(c)  Assignment  to  FHA  at  option  of 
hoider.  A  private  holder  at  any  time  dur¬ 
ing  the  option  period  may  require  in 
writing  FHA  to  purchase  an  insured  note. 

(d)  Price.  Where  FHA  is  the  buyer  of 
an  Insured  note  the  price  will  be  the  per 
value  as  of  the  effective  date  of  the  sale. 
In  other  cases,  the  price  will  be  deter¬ 
mined  by  an  agreement  between  the 
parties. 


§  1873.43  Procedure  for  sale  of  insured 
notes  by  private  holders  to  private 
buyers. 

(a)  Uptm  receipt  of  notice  fnxn  a  ml- 
vate  holder  of  Intention  to  assign  an  in¬ 
sured  note,  the  Director,  Finance  Office, 
will  send  the  holder  Form  PHA  471-7, 
“Notice  and  Acknowledgment  of  Sale  of 
Insured  Loan,”  a  statement  of  the  im- 
paid  principal,  and  appropriate  infor¬ 
mation  on  how  to  complete  the  assign¬ 
ment.  If  requested  the  Director,  Finance 
Office,  will  furnish  'a  statement  of  ac- 
coimt  instead  of  or  in  addition  to  a  state¬ 
ment  of  the  unpaid  principal. 

(b)  If  the  Director,  Finance  Office,  Is 
informed  that  an  insured  note  has  b^n 
assigned  and  PHA  is  requested  to  recog¬ 
nize  the  assignment,  the  Director,  Fi¬ 
nance  Office,  will  send  the  assignor  Form 
FHA  471-7,  with  directions  for  its 
execution. 

(c)  Upon  receipt  of  Form  PHA  471-7 
properly  executed  by  the  assignor,  the 
Director,  Finance  Office,  will  CMnplete 
and  execute  the  acknowledgment  section 
of  the  form.  The  Director,  Finance  Office, 
will  retain  the  original  of  the  form,  have 
two  facsimile  copies  made  and  send  one 
to  the  assignor,  and  one  to  the  assignee. 
For  any  correction  or  other  change  to  be 
made  in  the  record  of  the  name  or  ad¬ 
dress  of  a  private  holder,  or  of  a  desig¬ 
nated  agent  of  a  private  holder,  a  re- 
(]uest  will  be  made  to  FTIA  in  writing. 

(d)  As  of  the  date  of  the  acknowledg¬ 
ment  executed  by  the  Director,  Fhiance 
Office,  on  Form  PHA  471-7,  the  Director. 
Finance  Office,  will  transfer  the  insured 
note  from  the  assignor  to  the  assignee  as 
the  Insured  holder  on  the  records  of 
FHA.  The  name  and  address  of  the  as¬ 
signee  will  be  recorded  bv  FHA  exactly  as 
they  appear  on  Form  FTIA  471-7. 

(e)  Payments  transmitted  by  FHA  on 
or  after  the  acknowledgment  date  shown 
on  Form  PHA  471-7  will  be  transmitted 
to  the  assignee.  The  Director,  Finance 
Office,  will  give  notice  to  the  assignor 
and  the  assignee  of  any  payments  trans¬ 
mitted  by  FHA  to  the  assignor  before  the 
acknowledgment  date  and  after  either 
the  date  of  sale,  or  the  date  of  the  state¬ 
ment  of  account,  whichever  is  earlier. 
However,  PHA  will  not  be  liable  for  any 
failure  to  give  such  notice. 

(f)  The  Federal  National  Mortgage 
Association  has  statutory  authority  to 
purchase,  to  its  secondary  market  oper¬ 
ations,  loans  insured  under  Title  V  of 
the  Housing  Act  of  1949.  In  case  of  an 
assignment  of  an  insured  Labor  Housing 

,(LH),  Rural  Rental  Housing  (RRH),  or 
Rural  Housing  (RH)  note  by  a  private 
h(dder  to  the  Federal  National  Mortgage 
Association: 

(1)  The  Director,  Finance  Office,  will 
verify  that  the  Insured  note  covert  by 
the  notice  and  acknowledgment  evi¬ 
dences  an  LH,  RRH,  or  RH  loan  when 
he  executes  the  acknowledgment  and  will 
have  the  following  statement  stamped  or 
typed  on  Form  FTIA  471-7,  “The  pay¬ 
ment  of  the  note  or  bond  covered  by  this 
notice  and  acknowledgment  is  Insured 
pursuant  to  Title  V  of  the  Housing  Act 
of  1949.” 
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(2)  A  statemait  of  account  as  of  the 
acknowledgment  date  will  accompany 
the  copies  of  Form  FHA  471-7  sent  to 
the  assignor  and  assignee  respectively. 

§  1873.44  Procedure  for  assignment  of 
insured  notes  to  FHA. 

(a)  Assignment  at  the  request  of  the 
holder.  For  assignment  of  an  insured 
note  to  FHA  dtiring  the  option  period 
at  the  request  of  the  holder,  the  follow¬ 
ing  procedure  will  apply: 

( 1 )  The  holder  will  endorse  the  insured 
note  as  follows:  “Pay  to  the  order  of  the 
United  States  of  America.  Without  re¬ 
course.”  The  holder  will  then  deliver  the 
endorsed  note,  together  with  the  insur¬ 
ance  agreement,  to  the  Director,  Finance 
OfiBce. 

(2)  Upon  receipt  of  the  endorsed  note 
with  the  accompan3ring  insurance  agree¬ 
ment,  the  Director,  Finance  OfiBce  will: 

(i)  Acknowledge  receipt  of  the  note; 
and 

(ii)  Process  payment  to  the  assignor 
of  the  par  value  of  the  note  as  of  the 
date  of  the  Treasury  check. 

(b)  Assignment  at  the  request  of  FHA. 
The  procedure  for  assigning  an  insured 
note  at  the  request  of  FHA  will  be  the 
same  as  that  prescribed  in  paragraph 
(a)  of  this  section,  except  that  the  Di¬ 
rector,  Rnance  OfiBce,  will  send  a  written 
request  to  the  holder  requiring  that  the 
insured  note  be  assigned  to  FHA  and 
delivered  to  the  Director,  Finance  OfiBce. 
with  the  accompanying  insurance  agree¬ 
ment.  The  Director,  Finance  OfiBce,  will 
explain  that  the  assignment  is  necessary 
to  enable  FHA  to  service  the  accotmt 
properly  and  will  give  the  holder  all  nec¬ 
essary  information  as  to  the  manner  of 
making  the  assignment  and  the  amount 
to  be  paid  by  FHA. 

§  1873.45  Replacement  of  called  or  fully 
paid  notes. 

Certain  insurance  endorsements  con¬ 
tain  a  clause  or  rider  providing  for  a  re¬ 
placement  note  when  the  original  note  is 
paid  in  full,  or  is  called  by  FHA.  This 
provision  applies  to  loans  sold  for  a  fixed 
period  of  10  years  or  longer  for  loans 
sold  on  or  after  December  1,  1969,  and 
a  fixed  period  of  15  years  or  longer  for 
loans  sold  before  December  1,  1969.  If  a 
note  is  paid  in  full  or  called  by  the  Gov¬ 
ernment  and  the  lender  is  entitled  to  a 
replacement  note,  the  lender  may  obtain 
a  certificate  of  beneficial  ownership  in 
lieu  of  the  replacement  note.  The  certifi¬ 
cate  will  carry  the  rates  and  terms  ap¬ 
plicable  to  the  replacement  note. 

§  1873.46  Procedure  to  be  followed 
upon  the  death  of  a  holder  of  an  in¬ 
sured  note. 

The  Finance  OfiBce  should  be  notified 
of  the  death  of  a  holder  of  an  Insured 
note.  The  following  dociunents  should  be 
forwarded  with  the  notice  if  available: 

(a)  A  certified  copy  of  the  death 
certificate. 

(b)  A  certified  copy  of  the  court  order 
appointing  the  Administrator  or  Execu¬ 
tor  (Include  the  mailing  address  of  the 
Administrator  or  Executor) .  The  Finance 
OfiBce  wUl  notify  the  person  submitting 
the  notice  and/or  documentatlcm  If  any 


other  records  (»:  documents  are  needed, 
and  will  provide  any  additional  instruc¬ 
tions  that  are  needed.  Legal  opinions  and 
advice  will  be  obtained  by  the  Finance 
OfiBce  as  needed  frmn  the  Regional 
Attorney. 

Subpart  E — Loss,  Theft,  Destruction,  Mu¬ 
tilation  or  Defacement  of  Insured  Notes, 

Insurance  Contracts,  and  Certificates  of 

Beneficial  Ownership 

§  1873.51  GeneraL 

This  subpart  prescribes  the  authori¬ 
ties,  policies,  and  procedures  to  be  fol¬ 
lowed  when  an  insured  note,  insurance 
contract,  or  certificates  of  beneficial  own¬ 
ership  are  lost,  stolen,  destroyed,  muti¬ 
lated.  or  defaced  while  owned  by  an  in¬ 
sured  investor, 

§  1873.52  Authorization. 

(a)  The  Director,  Finance  OfiBce,  is 
authorized  on  behalf  of  the  Government, 
in  connection  with  insured  notes  or  cer¬ 
tificates  of  beneficial  ownership  sold 
through  the  Farmers  Home  Administra¬ 
tion  (FHA)  Finance  OfiBce  to  require  in¬ 
demnity  bonds  from  a  note  holder  when 
a  note  or  certificate  is  lost,  stolen,  de¬ 
stroyed,  mutilated,  or  defaced  while  in 
the  custody  of  the  holder  or  his  designee. 

(b)  The  Deputy  Administrator  Comp¬ 
troller,  is  authorized  in  connection  with 
block  sale  insurance  contracts  to  author¬ 
ize  the  FHA’s  fiscal  agent  to  establish 
requirements  for  issuance  of  a  replace¬ 
ment  insurance  contract  when  the  origi¬ 
nal  issued  by  the  Federal  Reserve  Bank 
of  New  York  (FHA’s  fiscal  agent)  is  lost, 
stolen,  destroyed,  mutilated,  or  defaced. 

§  1873.53  Policies. 

(a)  Block  sale  insurance  contracts. 
When  a  block  sale  insurance  contract  is 
lost,  stolen,  or  destroyed,  a  duplicate  may 
be  issued  to  the  registered  holder  upon 
receipt  of  an  acceptable  certificate  of  loss 
and  an  indemnity  bond  without  surety. 
The  certificate  of  loss  should  Include  the 
legal  name  and  present  address  of  the 
owner  and  address  when  issued,  if  dif¬ 
ferent  from  the  present  address;  the  ca¬ 
pacity  of  person  certifying,  if  other  than 
owner;  the  identity  of  the  insurance  con¬ 
tract,  including  series  number,  contract 
number,  denomination,  issue  date,  and 
form  of  inscription  of  registry,  and  the 
full  statement  of  circumstances  of  the 
loss.  All  available  portions  of  an  insur¬ 
ance  contract  that  is  mutilated,  defaced, 
or  partially  destroyed  should  be  submit¬ 
ted  to  the  Federal  Reserve  Bank  of  New 
York  (FHA’s  fiscal  agent)  for  determina¬ 
tion  whether  a  duplicate  insm^nce  con¬ 
tract  can  be  issued  without  a  certificate 
of  loss  and  posting  of  an  indemnity  bond. 
In  the  event  the  holder  of  a  block  sales 
insurance  contract  obtains  possession  of 
the  underlying  notes,  the  requirements 
of  paragraph  (b)  of  this  section  apply. 

(b)  Notes  and  certificates  of  beneficial 
ownership  sold  by  FHA  County  Office 
and  Finance  Office.  When  a  note  or  cer¬ 
tificate  of  beneficial  ownership  is  lost, 
stolen,  or  destroyed  while  in  the  custody 
of  the  holder  or  his  designee,  Uie  follow¬ 
ing  will  apply: 

(1)  A  certificate  of  loss  should  be  filed 
with  FHA  Finance  OfiBce.  The  certificate 
should  include: 


(1)  Legal  name  and  present  address  of 
owner  and  address  of  owner  when  Is¬ 
sued,  if  dififerent  from  present  address. 

(ii)  Capacity  of  person  certifying,  if 
other  than  the  owner. 

(iii)  Identity  of  the  note  or  certificate 
of  beneficial  ownership,  including  the 
name  and  FHA  case  number  of  the  maker 
thereof,  issue  date,  interest  rate  of  ob¬ 
ligation,  face  amount  of  note  or  certif¬ 
icate  of  beneficial  ownership,  and  a  full 
description  of  any  assignment,  endorse¬ 
ment,  or  any  other  writing. 

(iv)  A  full  statement  of  circiunstances 
of  the  loss,  theft,  or  destruction  of  the 
note. 

(2)  An  indemnity  bond  in  the  amoimt 
of  the  impaid  principal  and  interest  will 
be  requiied  except  in  the  following  in¬ 
stances: 

(i)  Substantially  the  entire  note  or 
certificate  of  beneficial  ownership  is  pre¬ 
sented  and  surrendered  by  the  owner  or 
holder,  and  the  Director  of  the  Firiance 
OfiBce  is  satisfied  as  to  the  Identity  of  the 
instruments  and  that  any  missing  por¬ 
tions  are  not  sufficient  to  form  the  basis 
of  a  valid  claim  against  the  United  States 
or  the  borrower;  or 

(ii)  The  owner  or  holder  is  the  United 
States,  a  Federal  Reserve  Bank,  a  Fed¬ 
eral  Government  Corporation,  a  state  or 
territory,  or  the  District  of  Columbia. 

(3)  An  indemnity  bond  without  surety 
will  be  provided  in  the  following  cases; 

(1)  Cases  involving  regristered  unas¬ 
signed  obligations  held  by  banks,  trust 
companies,  savings  and  loan  association, 
or  companies  holding  certificates  of  au¬ 
thority  from  the  Secretary  of  Treasury 
as  acceptable  sureties  on  Federal  Bonds 
(companies  listed  on  ’Treasury  Circular 
570)  where  the  financial  responsibilities 
of  such  claimants  are  well  known  or 
readily  ascertainable. 

(ii)  Cases  involving  registered  imas- 
signed  obligations  where  the  evidence 
reasonably  justifies  a  conclusion  that  the 
obligations  were  destroyed  and  the  un¬ 
paid  principal  and  interest  amount  does 
not  exceed  $1,000. 

(4)  An  indemnity  bond  posted  with  a 
qualified  surety  is  required  in  all  cases 
involving  registered  xmassigned  obliga¬ 
tions  other  than  those  cited  in  para¬ 
graphs  (b)(2)(i).  (b)(2)(ii),  (b)(3)(i), 
(b)  (3)  (ii)  of  this  section.  A  qualified 
surety  is  a  company  holding  a  certificate 
of  authority  from  the  Secretary  of  the 
Treasury  as  acceptable  sureties  on  Fed¬ 
eral  Bonds,  and  listed  on  Treasury  Cir¬ 
cular  570. 

(5 )  All  indemnity  bonds  for  notes  must 
be  payable  to  both  the  borrower  and  FHA. 
All  indemnity  bonds  for  certificates  of 
beneficial  ownership  must  be  payable  to 
FHA.  The  bond  may  be  pasted  at  the 
time  the  note  or  certificate  of  beneficial 
ownership  becomes  eligible  for  repur¬ 
chase  by  FHA.  If  the  Holder  desires  to 
continue  to  hold  the  note  for  the  life  of 
the  note,  an  Indemnity  bond  will  not  be 
required. 

(6)  An  assignment  of  the  note  or  cer¬ 
tificate  of  beneficial  ownership  shall  be 
made  to  the  United  States  of  America, 
acting  through  the  Farmers  Home  Ad- 
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ministration.  United  States  Department 
of  Agriculture.  An  acceptable  form  of 
assignment  is  available  from  the  Direc¬ 
tor,  Finance  Office. 

(c)  Other  coses.  Cases  involving  bearer 
obligations  and  other  cases  not  discussed 
in  this  section  will  be  forwarded  to  the 
Director,  Finance  OflBce  for  requirements. 

(d)  Replacement  notes.  FHA  will  not 
attempt  to  obtain  replacement  notes 
from  borrowers. 

Dated:  November  5, 1973. 

Frank  B.  Elliott, 
Administrator, 

Farmers  Home  Administration. 

[FR  Doc.73-23967  FUed  11-3-73:8:46  am] 


DEPARTMENT  OF 
TRANSPORTATION 

Federal  Aviation  Administration 
[14CFR  Part  73] 

[Airspace  Docket  No.  73-SW-681 

DESIGNATION  OF  TEMPORARY 
RESTRICTED  AREA 

Notice  of  Proposed  Rulemaking 

The  Federal  Aviation  Administration 
(FAA)  is  considering  an  amendment  to 
Part  73  of  the  Federal  Aviation  Regula¬ 
tions  that  would  designate  a  temporary 
Joint-use  restricted  area  in  the  south¬ 
eastern  portion  of  the  State  of  New 
Mexico,  to  accommodate  the  proposed 
military  exercise  GALLANT  CREW  74. 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  di£ta.  views  or  arguments 
as  they  may  desire.  Communications 
should  identify  the  airspace  docket  num¬ 
ber  and  be  submitted  in  triplicate  to  the 
Director,  Southwest  Region,  Attention: 
Chief,  Air  TraflBc  Division,  Federal  Avia¬ 
tion  Administration,  P.O.  Box  1685,  Fort 
Worth,  Tex.  76101.  All  communications 
received  on  or  before  December  14,  1973, 
will  be  considered  before  action  is  takm 
on  the  proposed  amendment.  The  pro¬ 
posal  contained  in  this  notice  may  be 
changed  in  the  tight  of  comments  re¬ 
ceived. 

An  official  docket  will  be  available  for 
examination  by  interested  persons  at  the 
Federal  Aviation  Administration,  Office 
of  the  General  Counsel.  Attention:  Rules 
Docket,  800  Independraice  Avenue  SW., 
Washington.  D.C.  20591.  An  Informal 
docket  also  will  be  available  for  exami¬ 
nation  at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

The  Air  Force  has  requested  the  es¬ 
tablishment  of  a  temporary  joint-use 
restricted  area  during  the  period  Feb¬ 
ruary  15,  through  February  22,  1974,  for 
a  Joint  Training  Exerci^  GALLANT 
CREW  74.  This  exercise  would  use  the 
same  area  in  the  southeastern  portion 
of  New  Mexico  as  used  by  Brave  Shield 
VI  in  1973.  The  proposed  restricted  area 
would  be  utilized  24  hours  per  day  dur¬ 
ing  the  eight-day  period.  The  restricted 
airspace  is  required  to  effectively  test 
participating  tactical  aircraft  units 
imder  the  most  realistic  conditions.  Ex¬ 
ercise  aircraft,  while  engaging  in  combat 
maneuvers  with  rapid  changes  in  alti¬ 


tudes  and  headings,  may  present  haz¬ 
ardous  conditions  to  nonparticipating 
aircraft. 

The  air  operations  necessitate  re¬ 
stricted  airspace  of  sufficlrat  size  to  ac¬ 
commodate  high-performance  tactical 
aircraft  and  extensive  low-level  tactical 
fixed-  and  rotary -wing  aircraft  imder 
the  control  of  a  tactical  air  control  sys¬ 
tem.  The  maximum  number  of  partici¬ 
pating  aircraft  is  estimated  at  230. 
approximately  50  percent  each  of  flxed- 
and  rotary-wing  categories.  The  lateral 
limits  of  the  proposed  area  would  ex¬ 
tend  from  portions  of  the  southern 
boundary  of  New  Mexico  northward  to 
south  of  the  Fort  Sumner-Cedarvale- 
Scholle  line  and  from  the  east  side  of 
Elephant  Butte  Reservoir  eastward  to 
approximately  50  miles  east  of  Roswell, 
New  Mexico.  The  required  altitude  limits 
for  this  area  are  from  the  surface  to  FL 
280,  inclusive. 

Essentially  all  of  the  restricted  area 
volume  associated  with  the  White  Sands 
military  complex  would  be  used  for  this 
exercise  and  it  represents  one- third  (%> 
of  the  total  requirement.  Using  the 
maximum  amount  of  existing  restricted 
airspace  in  the  planning  of  this  exer¬ 
cise  has  required  the  minimum  of  addi¬ 
tional  airspace  to  be  proposed. 

The  proposed  temporary  area  would 
overiie  approximately  21  general  aviation 
airports  and  a  number  of  low  altitude 
airwasrs  and  Jet  routes,  the  latter  gen¬ 
erally  associated  with  the  Roswell, 
N.  Mex.,  VORTAC.  Five  (Alamogordo, 
Artesia,  Carrizozo,  Rosw^,  and  Ruidoso) 
of  the  airports  are  publicly  owned 
municipcd  airports.  Ten  of  the  sixteen  re¬ 
maining  airports  are  privately  owned  and 
not  open  to  the  public. 

A  reverse-charge  telephone  system 
would  be  made  available  by  the  Air  Force 
for  the  use  of  general  aviation  pilots  to 
request  necessary  clearance  to  operate 
within  the  restricted  area  on  an  individ¬ 
ual  basis. 

Temporary  rerouting  procedures  would 
be  established  if  necessary  to  handle  low 
altitude  airway  and  jet  route  operations 
during  the  exercise  period.  Procedures 
and  agreements  would  subsequently  be 
developed  to  handle  VFR  and  IFR  flight 
operations  within  the  area  for  other  than 
exercise  aircraft.  ^leciffcally,  procedures 
would  be  develcHied  to  accommodate 
scheduled  air  carrier  operations  into  and 
out  of  Alamogordo  and  Roswell,  N.  Mex. 
Therefore  the  proposed  restricted  area 
description  would  exclude  airspace  in 
the  Rmwell  area  fnxn  the  surface  to  and 
including  12,000  feet  MSL  to  accom¬ 
modate  these  operations  during  specified 
hours. 

With  respect  to  nonparticipating  air¬ 
craft  operations  within  the  VFR  corridor 
between  El  Paso  and  Alamogordo,  it  is 
planned  that  communications  would  be 
established  between  the  tactical  control 
system  and  FAA  facilities  as  necessary  so 
that  nonparticipating  aircraft  would  be 
able  to  transit  the  VFR  corridor  with 
prior  coordination  having  been  accom¬ 
plished.  Controls  would  also  be  exercised 
within  the  corridor  to  provide  iirotection 
and  traffic  control  of  vehicular  and  rall- 


tocmI  operations  therein  when  combat 
maneuver  movements  are  transiting  the 
highway  and  railroad  areas. 

The  military  flight  operations  would 
conform  to  the  minimum  safe  altitudes  as 
described  in  Federal  Aviation  Regula¬ 
tions  Part  91  with  respect  to  providing 
altitude/distance  separation  from  per¬ 
sons,  assemblies,  property,  in  congested 
areas,  and  other  than  congested  areas. 

The  proposed  amendment  would  des¬ 
ignate  the  following  temporary  re¬ 
stricted  area: 

Rr-5120  Gallant  Crew  *74,  N.  Mex. 

Boundaries.  Beginning  at  Lat.  33*26'50" 
N.,  Long.  107*00'00”  W.;  to  Lat.  33*21 '00”  N., 
Long.  107*08'00”  W.;  to  Lat.  33*14'00"  N., 
Long.  107*10’00"  W.;  to  Lat.  32*06'20”  N., 
Long.  106  *34 '00"  W.;  then  eastward  along 
the  southern  boundary  of  R-6107A  across  the 
El  Paso-Alamogordo  VFR  corridor  to  the 
southwest  comer  of  R-5103  and  continuing 
easto-ly  along  Its  southern  boundary  to  Lat. 
32*00'15''  N.,  Long.  106*56'40”  W4  to  Lat. 
32*10'00''  N..  Long.  105*30'00''  W.;  to  Lat. 
32*10'00"  N.,  Long.  104*38'00”  W.;  to  Lat. 
32*31'00''  N.,  Long.  104*19'00''  W.;  to  Lat. 
34*10'00”  N..  Long.  103*41 '00”  W.;  to  Lat. 
34*10'00"  N,  Long.  103*55'00”  W.;  to  Lat. 
34*18'00”  N.,  Long.  103*55'00"  W.;  to  Lat. 
34*15'46”  N..  Long.  106*40'30''  W.;  to  Lat. 
3a*66'30”  N,  Long.  106*44'00”  W.;  to  Lat. 
S3*64'00"  N.,  Long.  106*46'30"  W.;  to  Lat. 
S3*32'45”  N.,  Long.  108*58'45”  W.;  to  point 
of  beginning;  excluding  that  airspace: 

1.  500  feet  AOL  and  below  east  of  a  line 
beginning  at  Lat.  34*15'46''  N.,  Long.  106*40' 
30”  W4  to  Lat.  33*67*20”  N.,  Long.  106*43' 
60”  W.;  to  Lat.  33*49'46”  N.,  Long.  106*46' 
20”  W4  thence  along  the  southern  boundary 
of  R-6107C  to  Lat.  33*44'46''  N.,  Long.  106* 
04*00"  w,;  thence  along  the  eastern  bound¬ 
ary  of  Rr-5107B  to  Lat.  32*46'00''  N.,  Long. 
106*04'40''  W.;  to  Lat.  32*46'00''  N.,  Long. 
106*60*00*'  W.;  thence  clockwise  along  the 
north  and  east  boundary  of  R-6103  to  Lat. 
82*00'16**  N..  Long.  106*56*40”  W.; 

2.  800  feet  AQL  and  below  within  3  nauti¬ 
cal  miles  of  the  Alamogordo,  Artesia,  Carrizo- 
Eo,  Roswell,  and  Ruidoso,  N.  Mex.,  Airports; 

3.  12,000  feet  MSL  and  below  within  a  15- 
nautical-mUe  radius  of  the  RosweU  VORTAC 
tiXHn  0600-2200  local  time  daily; 

4.  \2,000  feet  MSL  and  below  during  the 
period  0600-2000  local  time  daily  which  en- 
eranpasses  an  area  bounded  by  a  line  4  NM 
nmrth  of  and  parallel  to  Roswell  VORTAC 
061*  M  radial,  extending  northeast  from  the 
Roswell  16  NM  radius  area  to  the  eastern 
boundary  of  R-6120,  thence  south  along  this 
boundary  to  a  point  4  NM  southwest  of  Carls¬ 
bad  331*M/R(^ell  161*  M  radial,  thence 
northwest  paralleling  these  radlals  to  the 
RoeweU  16  NM  radius,  thence  counterclock¬ 
wise  along  this  16  NM  arc  to  point  of  begin¬ 
ning. 

Designated  altitudes.  Surface  to  and  In¬ 
cluding  FL  280. 

Time  of  designation.  Continuous  0001  local, 
February  16,  1974,  to  2369  local,  February  22, 
1974. 

Controlling  agency.  Federal  Aviation  Ad¬ 
ministration,  Albuquerque  ARTCC  Center. 

Using  agency.  UJ3.  Air  Force  Readiness 
Command  (T7SAFRED),  Langley  Air  Farce 
Base,  Virginia. 

The  proposed  temporary  Restricted 
Area  R-5120  would  be  divided  into  (»>- 
erational  subareas  in  order  to  define  that 
airspace  which  can  be  released  for  use  by 
nonparticipating  aircraft. 

AREA  A:  Includes  Rr-5103,  R-5107A,  B,  D, 
and  B,  B-3111A  and  portions  of  B-6111B.  It 
Includes  the  El  Paso-Alamogordo  VFR 
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corridor.  Prior  authorization  must  be  ob¬ 
tained  for  conduct  of  VPR  flights  anywhere 
within  Area  A.  Only  military  aircraft  can  be 
permitted  to  operate  within  R-6107B. 

AREA'  B:  Includes  B-5107C  and  the  area 
east  of  the  eastern  boimdarles  of  R-5103  and 
R-5107B.  PrlcHT  authorization  Is  required  for 
all  VPR  flights  operating  within  Area  B. 

AREA  C:  Includes  the  airspace  12,000  feet 
MSL  and  below  within  15  NM  radius  of  the 
Roswell  VORTAC.  However,  this  area  Is  not 
part  of  R-6120— GALLANT  CREW  74  Exercise 
from  0600  to  2200  local  time. 

AREA  D:  Includes  the  airspace  12,000  feet 
MSL  and  below  within  the  pie-shaped  area 
southeast  of  the  Roswell  VORTAC,  described 
as  exclusion  number  four  In  R-5120.  However, 
this  area  Is  not  part  of  R-6120 — GALLANT 
CREW  74  Exercise  from  0600  to  2000  local 
time. 

GALLANT  CREW  74  would  have  two 
separate  phases  of  operation.  Phase  I 
would  be  conducted  during  February  15- 
19,  1974  (a  five-day  period) ,  and  the  en¬ 
tire  area  would  be  used.  Phase  II  would 
be  conducted  during  February  20-22, 
1974  (a  three-day  period),  and  only  a 
portion  of  the  area  would  be  used.  Phase 
n  area  would  include  R-5107A,  the  El 
Paso-Alamogordo  VPR  corridor,  R-5103 
and  that  part  of  Area  B  east  of  R-5107B 
and  R-5107C. 

This  amendment  is  proposed  under  the 
authority  of  sec.  307(a)  of  the  Federal 
Aviation  Act  of  1958  (49  U.S.C.  1348(a) ) 
and  sec.  6(c)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1655(c) ) . 

Issued  in  Washington,  D.C.,  on  October 
30,  1973. 

Edward  J.  Malo, 

Acting  Chief,  Airspace  and  Air 
Traffic  Rules  Division. 

[FR  Doc.73-23892  Piled  11-8-73:8:45  am] 

[14CFRPart91] 

[Docket  No.  12288;  Reference  Notice  72-27] 

POWERED  CIVIL  AIRCRAFT 

Withdrawal  of  Notice  of  Proposed 
Rulemaking 

The  purpose  of  this  notice  is  to  with¬ 
draw  Notice  72-27  (37  FR  20955),  in 
which  the  Federal  Aviation  Administra¬ 
tion  solicited  comments  on  a  proposed 
Amendment  of  Part  91  of  the  Federal 
Aviation  Regulations  which  would  delete 
the  requirement  for  a  pyrotechnic  sig¬ 
naling  device  in  an  aircrait  that  is  oper¬ 
ated  for  hire  over  water  and  beyond 
power-off  gliding  distance  from  shore. 

Comments  received  in  response  to 
Notice  72-27  were  about  equally  divided 
between  those  that  expressed  opposition 
to  the  proposed  amendment  and  those 
that  favored  it.  Those  favoring  the  pro¬ 
posal  agreed  with  the  rationale  in  the 
notice  that  Improved  aircraft  perform¬ 
ance  and  reliability  and  the  use  of  newly 
required  emergency  locator  transmitters 
would  provide  an  adequate  level  of  safety, 
thus  obviating  the  need  for  a  pyrotechnic 
signaling  device. 

However,  commentators  opposing  the 
'  deletion  of  the  requirement,  especiaUy 
those  concerned  primarily  with  air-sea 
search  and  rescue  efforts,  are  of  the 
opinion  that,  notwithstanding  the  im¬ 


provements  in  aircrait  reliability  and 
the  recent  addition  of  a  requirement  for 
an  emergency  locator  transmitter,  the 
primary  and  most  effective  means  of 
actual  close-in  spotting  for  rescue  pur¬ 
poses,  especially  during  darkness  or  other 
reduced  visability  conditions,  is  visual. 
Under  these  conditions,  it  was  pointed 
out  that  the  availability  and  use  of  pyro¬ 
technic  devices  could  significantly  affect 
the  outome  of  rescue  operations.  In  addi¬ 
tion,  a  commentator  expressed  the  view 
that  the  low  cost  and  lack  of  any  real 
burden  in  complying  with  the  current 
regulation  justified  retaining  it. 

In  light  of  the  comments  received,  the 
FAA  has  determined  that  the  proposed 
amendment  requires  further  study,  that 
rulemaking  action  on  the  proposal  is  not 
appropriate  at  this  time,  and  that  Notice 
72-27  should  be  withdrawn.  The  with¬ 
drawal  of  this  Notice,  however,  does  not 
preclude  the  FAA  from  issuing  similar 
notices  in  the  future  or  commit  the  FAA 
to  any  course  of  action. 

In  consideration  of  the  foregoing,  the 
notice  of  proposed  rulemaking  published 
in  the  Federal  Register  (37  FR  20955), 
on  October  5,  1972,  and  circulated  as 
Notice  72-27  entitled  “Proposed  Instru¬ 
ment  and  Equipment  Requirements,”  is 
hereby  withdrawn. 

(Secs.  313(a)  of  the  Federal  Aviation  Act  of 
1958  (49  UJS.C.  1354(a) )  and  section  6(c)  of 
the  Department  of  Transportation  Act  (49 
U.S.C.  1656(c)).) 

Issued  in  Washington,  D.C.,  on  Octo¬ 
ber  31, 1973. 

James  F.  Rudolph, 

Director, 

Flight  Standards  Service. 

[FR  Doc.73-23893  Filed  11-8-73:8:45  am] 


Hazardous  Materials  Regulations  Board 
[  49  CFR  Paris  173,177] 

[Docket  No.  HM-llO;  Notice  No.  73-5] 

HANDLING  OF  HAZARDOUS  MATERIALS 
ON  MOTOR  VEHICLES 

Extension  of  Time  To  File  Comments 

On  August  27, 1973,  the  Hazardous  Ma¬ 
terials  Regulations  Board  published- 
Docket  No.  HM-110;  Notice  No.  73-5  (38 
FR  22901),  Handling  of  Hazardous  Ma¬ 
terials  on  Motor  Vehicles.  In  response  to 
a  petition  filed  in  accordance  with  49 
CFR  170.25,  the  Board  has  extended  the 
period  for  comments  on  this  notice  of 
proposed  rule  making  from  October  30, 
1973,  to  January  15, 1974. 

This  extension  is  made  under  the  au¬ 
thority  of  sections  831-835  of  Title  18, 
United  States  Code,  and  section  9  of  the 
Department  of  Transportation  Act  (49 
U.S.C.  1657). 

Issued  in  Washington,  D.C.  on  Novem¬ 
ber  2,  1973. 

Alan  I.  Roberts, 
Secretary,  Hazardous 
Materials  Regulations  Board. 

[FR  Doc.73-239a4  Filed  11-8-73:8:46  am] 


National  Highway  Traffic  Safety 
Administration 

[49  CFR  Pari  571] 

[Docket  No.  73-26;  Notice  1] 

STANDARDS  APPLICABLE  TO  POLICE 
VEHICLES 

Advance  Notice  of  Proposed  Rulemaking 
The  National  Highway  TraflBc  Safety 
Administration  is  considering  amending 
Part  571,  Federal  Motor  Vehicle  Safety 
Standards,  as  they  apply  to  vehicles  de¬ 
signed  for  use  by  law-enforcement  agen¬ 
cies.  This  is  an  advance  notice  of  pro¬ 
posed  rulemaking,  and  no  rule  will  be 
issued  on  this  subject  without  further 
notice  of  proposed  rulemaking  and  op¬ 
portunity  to  comment. 

The  NHTSA  has  received  several  com¬ 
munications  from  police  and  State  pur¬ 
chasing  agencies  indicating  concern  over 
the  potential  effects  of  safety  standards 
No.  208  and  No.  215  on  the  operation  of 
police  vehicles.  The  NHTSA  appreciates 
the  importance  of  efiBcient  motor  vehicle 
operation  by  the  police,  and  intends  to 
ensure  that  its  safety  standards  do  not 
interfere  with  police  effectiveness.  It  is 
also  important,  however,  that  any 
changes  made  in  the  standards  as  they 
apply  to  police  vehicles  do  not  unneces¬ 
sarily  increase  the  danger  to  the  police 
officer  or  a  subsequent  pmchaser  of  the 
vehicle  in  the  event  of  an  accident.  The 
NHTSA  is  also  considering  the  possibil¬ 
ity  of  additional  safety  requirements  that 
might  be  appropriate  because  of  the  spe¬ 
cial  uses  of  police  vehicles. 

Since  vehicles  need  not  meet  the  re¬ 
quirements  of  the  safety  standards  after 
the  first  purchase  for  purposes  other 
than  resale,  police  users  are  free  to  alter 
their  vehicles  as  they  see  fit.  The  ques¬ 
tion  of  application  of  the  standards, 
therefore,  is  in  part  one  of  the  cost  to 
alter  the  vehicle  by  police  departments  as 
compared  with  the  cost  of  alteration  or 
special  handling  by  the  manufacturers 
before  delivery. 

Comments  are  specifically  invited  from 
police  and  other  State  and  local  agencies, 
motor  vehicle  manufacturers  and  deal¬ 
ers,  and  other  interested  parties  on  the 
following  issues; 

1.  The  minimum  requirements  for  oc¬ 
cupant  restraint  that  should  be  applica¬ 
ble  to  all  police  vehicles  as  delivered. 

2.  The  extent  to  which  relevant  stand¬ 
ards  should  be  altered,  or  exemptions 
granted,  to  achieve  the  best  regulatory 
scheme. 

3.  The  comparative  cost  of  alteration 
of  various  types  of  restraint  systems,  and 
of  other  vehicle  systems  such  as  bumpers 
(Standard  No.  215),  by  the  user  and  by 
the  manufacturer. 

4.  The  number  of  police  vehicles 
bought  new  annually,  the  portion  of  this 
niunber  bought  by  special  order  from  the 
manufacturer,  and  the  number  resold  to 
the  public  and  at  what  time  intervals. 

5.  The  degree  to  which  the  vehicles  are 
restored  to  a  normal  public-use  config¬ 
uration,  including  conformity  to  the 
standards,  and  the  cost  and  difficulty  of 
such  restoration. 
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6.  Areas  in  which  police  vehicles  should 
have  special  safety  characteristics  beyond 
those  normally  present  in  comparable  ve¬ 
hicles,  and  the  need  for  development  of 
safety  standards  in  these  areas. 

The  National  Highway  Traffic  Safety 
Administration  has  scheduled  a  public 
meeting  on  this  subject  to  be  held  on 
December  10, 1973.  The  meeting  will  pro¬ 
vide  an  opportimity  for  any  interested 
persons  to  make  presentations  and  to 
exchange  technical  information.  Persons 
who  desire  to  make  a  formal  presenta¬ 
tion  should  contact  Mr.  Guy  Himter,  Na¬ 
tional  Highway  Traffic  Safety  Adminis¬ 
tration,  400  Seventh  Street  SW.,  Wash¬ 
ington,  D.C.  20590  (Area  Code  202-426- 
2242),  before  November  5,  1973,  so  that 
time  limitations  (if  necessary)  and  the 
need  for  any  special  equipment,  such 
as  projectors,  can  be  discussed  and  final 
arrangements  can  be  made.  Persons 
whose  presentations  include  photo¬ 
graphs,  slides,  motion  pictures,  or  other 
visual  aids  should  plan  to  submit  copies 
of  them  for  the  record  at  the  meeting. 

An  agenda  will  be  available  at  the 
meeting.  A  transcript  of  the  meeting  will 
be  made,  and  will  be  available  for  ex¬ 
amination  In  the  Docket  Section,  Room 
5221,  400  SevenUi  Street  SW.,  Washing¬ 
ton,  D.C.  approximately  3  days  after  tiie 
meeting. 

To  date,  time  and  place  of  the  meeting 
are  as  follows: 

Date:  December  10,  1973. 

Time:  9:30  a.m.  to  5  p.m. 

Place;  Room  2230,  Nasslf  Building,  400 
Seventh  Street  SW.,  Washington,  D.C. 

Interested  persons  are  invited  to  sub¬ 
mit  comments  on  the  proposal.  Com¬ 
ments  should  refer  to  the  docket  number 
and  be  submitted  to :  Docket  Section,  Na¬ 
tional  Highway  Traffic  Safety  Adminis¬ 
tration,  Room  5221,  400  Seventh  Street 
SW.,  Washington,  D.C.  20590.  It  is  re¬ 
quested  but  not  required  that  10  copies 
be  submitted. 

All  comments  received  before  the  close 
of  business  on  the  comment  closing  date 
indicated  below  will  be  considered  and 
will  be  available  for  examination  in  the 
docket  at  the  above  address  both  before 
and  after  that  date.  To  the  extent  pos¬ 
sible,  comments  filed  after  the  closing 
date  will  also  be  considered.  However, 
the  rulemaking  action  may  proceed  at 
any  time  after  that  date,  and  comments 
received  after  the  closing  date  and  too 
late  for  consideration  in  regard  to  the 
action  will  be  treated  as  suggestions  for 
future  rulemaking.  The  NHTSA  will 
continue  to  file  relevant  material,  as  it 
becomes  available  in  the  docket  after  the 
closing  date,  and  it  is  recommended  that 
interested  persons  continue  to  examine 
the  docket  for  new  material. 

Comment  closing  date:  January  7, 
1974. 

Proposed  effective  date:  To  be  deter¬ 
mined. 

(Secs.  103,  119,  Pub.  L.  89-563,  80  Stat.  718 
(15  UB.C.  1392,  1407);  delegations  of  author¬ 
ity  at  49  CFR  1.51.) 

Issued  on  November  2,  1973. 

James  B.  Grecort, 
Administrator. 
(FB  Doc.73-23871  Piled  ll-8-73;8:45  am] 


FEDERAL  COMMUNICATIONS 
COMMISSION 
[47  CFR  Part  13] 

(Docket  No.  19858;  FCC  73-11271 

SHIP  RADIOTELEPHONE  OPERATOR 
PERMITS 

Limitations 

1.  Notice  of  proposed  rulemaking  is 
hereby  given. 

2.  Section  13.61  of  the  rules  sets  forth 
the  limitations  on  the  scope  of  operating 
authority  of  the  various  classes  of  radio¬ 
telegraph  and  radiotelephone  operators. 
Several  of  the  limitations  imposed  upon 
the  use  of  ship  radiotelephones  by  first- 
class,  second-class  and  restricted  radio¬ 
telephone  operators  appear  to  be  no 
longer  needed. 

3.  Under  §  13.61(e)  (2)  and  under 
5  13.61(f)(7)  of  the  rules,  an  operator 
who  holds  either  a  radiotelephone  first- 
class  license  or  a  radiotelephone  second- 
class  license  is  not  permitted  to  operate 
a  ship  station  licensed  to  use  telephony 
and  power  in  excess  of  100  watts  for  com¬ 
munication  with  Class  I-B  coast  stations. 
No  such  restriction,  however,  is  presently 
Imposed  upon  an  operator  who  holds  only 
a  third-class  radiotelephone  oc>erator 
permit.  It  is  our  conclusion  that  no  ra¬ 
tional  policy  is  served  by  prohibiting 
more  qualified  operators  from  operating 
radiotelephones  which  less  qualified  op¬ 
erators  are  not  prohibited  from  operat¬ 
ing.  Accordingly,  we  propose  to  amend 
§  13.61  by  deleting  subsections  (e)  (2) 
and  (f)  (7). 

4.  Under  113.61(h)(4)  of  the  rules, 
holders  of  restricted  radiotelephone  op¬ 
erator  permits  are  prohibited  from  oper¬ 
ating  ship  stations  licensed  to  use  teleph¬ 
ony  for  communications  with  Class  I 
coast  stations  on  frequencies  between  4 
MHz  and  30  MHz,  the  so-called  high  seas 
frequencies.  This  limitation  appears  to 
be  no  longer  needed  in  light  of  the  power 
output  restrictions  imposed  upon  re¬ 
stricted  radiotelephone  operators  by 
§  83.159  of  the  rules.  That  section  au¬ 
thorizes  a  restricted  radiotelephone  op¬ 
erator  to  operate  a  public  or  limited  ship 
telephone,  as  long  as  such  radiotelephone 
does  not  have  more  than  100  watte  car¬ 
rier  power  or  400  watts  peak  envelope 
power.  Accordingly,  y/e  propose  to  amend 
paragraph  (h)  (4)  of  §  13.61  by  eliminat¬ 
ing  the  restriction  presently  contained 
therein  as  to  use  of  high  seas  frequencies 
by  restricted  operators,  and  also  by  hav¬ 
ing  the  subsection  reflect  the  power  Um- 
itations  presently  imposed  by  §  83.159 
upon  use  of  ship  telephones  by  restricted 
operators. 

5.  The  proposed  amendments  to  the 
niles,  as  set  forth  below,  is  issued  pursu¬ 
ant  to  the  authority  contained  in  sec¬ 
tions  4(i),  303(1)  (1),  and  303(r)  of  the 
Communications  Act  of  1934,  as 
amended. 

6.  Pursuant  to  applicable  procedures 
set  forth  in  §  1.415  of  the  Commission’s 
rules,  interested  persons  may  file  com¬ 
ments  on  or  before  December  14,  1973, 
and  reply  comments  on  or  before  De¬ 
cember  24,  1973.  All  relevant  and  timely 
comments  and  reply  comments  vdll  be 
considered  by  the  Conunission  before 


final  action  Is  taken  in  this  proceeding. 
In  reaching  its  decision  in  this  proceed¬ 
ing,  the  Commission  may  also  take  into 
accoimt  other  relevant  Information  be¬ 
fore  it.  In  addition  to  the  specific  com¬ 
ments  invited  by  this  notice. 

7.  In  accordance  wdth  the  provisions  of 
§  1.419  of  the  Commission’s  rules,  an 
original  and  14  copies  of  all  statements, 
briefs,  or  comments  filed  shall  be  fur¬ 
nished  to  the  Commission.  Responses  will 
be  available  for  public  inspection  during 
regular  business  hoiurs  in  the  Commis¬ 
sion’s  Public  Reference  Room  at  Its  head¬ 
quarters  in  Washington,  D.C. 

Adopted:  October  31, 1973. 

Released:  Novembers,  1973. 

Federal  Communications 
Commission, 

[seal]  Vincent  J,  Mullins, 

Secretary. 

1.  Part  13  of  47  CFR  Ch.  I  is  amended 
as  follows: 

In  §  13.61,  paragraphs  (e)  (2)  and  (f ) 
(7)  are  deleted  and  shown  as  reserved 
and  paragraph  (h)(4)  is  amended  to 
read  as  follows: 

§13.61  Operating  authority. 

•  •  «  •  • 

(h)  *  •  * 

(4)  Ship  stations  licensed  to  use  tele¬ 
phony  at  which  the  power  is  more  than 
100  watte  carrier  power  or  400  watte  peak 
envelope  power,  or 

•  •  *  •  • 

(FR  Doc.73-23934  Filed  ll-8-73;8:46  am] 


[47  CFR  Part  73] 

(Docket  No.  19789] 

COMBINATION  ADVERTISING  RATES  AND 
OTHER  JOINT  SALES  PRACTICES 

Order  Extending  Time  for  Filing  Comments 
and  Reply  Comments 

1.  On  July  18,  1973,  the  Commission 
adopted  a  notice  of  Inquiry  and  notice  of 
proposed  rulemaking  in  the  above-cap¬ 
tioned  proceeding.  Publication  was  given 
in  the  Federal  Register  on  July  30, 1973, 
38  FR  20276.  Comment  and  reply  com¬ 
ment  dates  are  presently  specified  as  No¬ 
vember  1,  1973,  and  December  3,  1973. 

2.  On  October  26, 1973,  Greater  Media, 
Inc.,  through  its  attorneys,  requested 
that  the  time  for  filing  comments  and  re¬ 
ply  comments  be  extended  to  December  1, 
1973  arid  January  7,  1974,  respectively. 
Greater  Media  states  that  directly  or 
through  subsidiary  corporations,  it  oper¬ 
ates  a  number  of  stations,  that  it  is  in 
the  process  of  collecting  data  which  it  in¬ 
tends  to  file  in  this  proceeding,  and  that 
it  will  need  additional  time  to  prepare 
comments, 

3.  By  letter  of  October  30,  1973,  L, 
Adrian  Roberts,  the  attorney  for  Stauffer 
Publications,  Inc.,  requested  that  the 
time  for  filing  comments  be  extended  to 
and  including  November  30,  1973.  He 
states  that  additional  time  is  requested 
because  the  proceeding  raises  complex 
questions  about  important  and  long  es¬ 
tablished  industry  practices  which  re¬ 
quire  time  consuming  analysis  and  re- 
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search  and  that  the  present  time  for  fil¬ 
ing  comments  does  not  allow  sufficient 
time  to  prepare  a  document  that  will  be 
of  maximum  assistance  to  the  Commis¬ 
sion. 

4.  It  appears  that  extension  of  time  is 
warrant^.  Accordingly,  it  is  ordered. 
That  the  dates  for  filing  comments  and 
reply  comments  are  extended  to  and  in¬ 
cluding  December  3. 1973  and  January  3, 
1974,  respectively. 

5.  This  action  is  taken  pursuant  to  au¬ 
thority  foimd  in  sections  4(1),  S(d)(i), 
303  (r)^  and  403  of  the  Communications 
Act  of  1934,  as  amended,  and  S  0.281  (d) 
(8)  of  the  Commission’s  rules. 

Adopted:  November  1, 1973. 

Released:  November  2, 1973. 

[seal]  Wallace  E.  Johnson, 

Chief,  Broadcast  Bureau. 

|FR  Doc.73-23938  Filed  11-8-73:8:45  am] 


[47CFRPart73] 

(Docket  No.  19811;  RM-2013] 

FM  BROADCAST  STATIONS 

Melbourne,  Florida;  Extension  of  Time 

In  the  matter  of  amendment  of  §  73.- 
202(b)  Table  of  Assignments,  FM  Broad¬ 
cast  Stations  (Melbourne,  Florida) . 

1.  On  September  6,  1973,  the  Commis¬ 
sion  adopted  a  notice  of  proposed  rule 
making  in  the  above-entltl^  proceeding. 
Publication  was  given  in  the  Federal 
Register  on  September  19,  1973,  38  FR 
26211.  The  date  for  filing  ccmiments  has 
expired  and  the  date  for  filing  reply  com¬ 
ments  is  presently  November  1,  1973. 

2.  On  November  1,  1973,  R^o  Mel¬ 
bourne,  Inc.  (proponent) ,  requested  that 
the  time  for  filing  reply  comments  be 
extended  to  and  including  November  12, 
1973.  It  stated  that  the  additional  time  is 
needed  to  prepare  an  adequate  reply  to 
comments  filed  in  the  proceeding. 

3.  It  appears  that  the  requested  exten¬ 
sion  is  warranted.  Accordingly,  it  is  or¬ 
dered.  That  the  date  for  filing  reply  com¬ 
ments  is  extended  to  and  including  No¬ 
vember  12,  1973. 

4.  This  action  is  taken  pursuant  to 
authority  found  in  sections  4(i) ,  5(d)  ( 1) , 
and  303 (r)  of  the  Commimications  Act 
of  1934,  as  amended,  and  §  0.281(d)  (8) 
of  the  Commission’s  rules. 

Adopted:  November  2, 1973. 

Released:  November  5,  1973. 

[seal]  Wallace  E.  Johnson, 
Chief,  Broadcast  Bureau. 

(PR  Doc.73-23939  Piled  11-8-73:8:46  am] 


[47CFRPart76J 
(DOCKET  NO.  19859:  73-1139] 

CABLE  TELEVISION  SERVICES 
Network  News  Programs 

1.  Notice  is  hereby  given  of  proposed 
rulemaking  in  the  above-entitled  matter. 

2.  We  recently  have  had  occasion  to 
consider  the  applicability  of  our  signal 
carriage  rules  to  network  news  programs. 
All  three  major  national  television  net¬ 
works  “feed”  their  evening  news  pro¬ 


grams  to  affiliates  two  or  three  times 
daily.'  This  universal  and  accepted  prac¬ 
tice  raises  a  question  under  §  76.61(e)  (2) 
of  the  Commission’s  rules,  however,  as  to 
whether  each  feed  is  a  separate  “pro¬ 
gram”  which  a  cable  television  system- 
may  carry  if  it  is  “not  carried  by  a  sta¬ 
tion  normally  carried  on  the  system.’” 

3.  To  be  sure,  there  usually  is  little  or 
no  difference  between  the  contents  of 
each  feed.  More  than  fifty  percent  of  the 
time,  the  feeds  are  identical.  And  most 
differences  just  consist  of  technical  mis¬ 
takes  in  one  of  the  feeds.  Only  rarely  is 
a  change  substantial  or  substantive — 
e.g.,  addition  of  new  film  or  coverage  of  a 
late-breaking  story.  Accordingly,  the  dif¬ 
ference  usually  is  not  sufficient  to  create 
a  separate  “program”  within  the  mean¬ 
ing  of  §  76.61(e)  (2). 

4.  This  result  is,  however,  less  than 
satisfactory.  It  forces  cable  subscribers 
to  miss  a  small  but  significant  amount  of 
news  coverage,  since  a  cable  operator 
cannot  predict  when  a  difference  between 
feeds  will  be  significant  enough  to  create 
a  separate  “program.”  In  addition,  the 
present  rule  saddles  cable  subscribers 
with  a  particular  feed’s  technical  mis¬ 
takes.  Finally,  it  runs  against  the  broad 
national  policy  of  diversity  In  news  pro¬ 
gramming.  As  the  Supreme  Court  noted 
in  Associated  Press  v.  United  States,  326 
U.S.  1  (1945),  and  as  we  so  often  have 
iterated.”  the  widest  possible  dissemina¬ 
tion  of  information  from  diverse  and 
antagonistic  sources  is  essential  to  the 
welfare  of  the  public  •  •  •  *•  indeed,  in 
Paragraph  19  of  our  Reconsideration  we 
noted  that  “availability  of  full  network 
service”  was  “of  particular  importance 
in  those  cases  where  the  programs  not 
otherwise  available  include  ne..work 
news  •  •  •  '* 

5.  Accordingly,  we  find  that  a  relaxa¬ 
tion  of  present  restrictions  would  be  ap¬ 
propriate.  The  proposed  rule  (Appendix 
A)  thus  would  increase  the  availability 
of  network  news  programs  while  limiting 
the  Impact  on  stations  which  a  system 
normally  carries. 

6.  Section  76.61(e)(3)  would  allow  a 
cable  television  system  to  carry  a  net¬ 
work  news  program  from  any  television 


>  We  note,  of  course,  that  some  afSllates 
receive  network  programming  through  re- 
hroadcast  agreements  with  other  stations. 

*  Section  76.61  provides  in  pertinent  part: 

(e)  In  addition  to  the  television  broadcast 

signals  carried  pursuant  to  paragraphs  (a) 
through  (d)  of  this  section,  any  such  cable 
television  system  may  carry: 

(2)  Any  television  station  broadcasting  a 
network  program  that  will  not  be  carried  by 
a  station  normally  carried  on  the  system. 
Carriage  of  such  additional  stations  shall  be 
only  for  the  duration  of  the  network  pro¬ 
grams  not  otherwise  available,  and  shall  not 
require  prior  Commission  notification  or  ap¬ 
proval  in  the  certificating  process. 

*  We  recognize,  of  course,  that  some  sta¬ 
tions — ^particularly  those  in  the  Eastern 
Standard  Time  Zone  and  those  which  receive 
network  programming  by  rebroadcast  agree¬ 
ments — have  little  or  no  control  over  their 
choice  of  feeds.  Where  both  the  normally 
carried  stations  and  the  other  stations  con¬ 
sistently  use  the  same  feed,  we  will  entertain 
requests  for  waiver. 


station,  unless  the  program  simultane¬ 
ously  duplicated  a  signal  which  the  sys¬ 
tem  normally  carried.  The  proposed  rule 
deliberately  does  not  draw  a  distinction 
in  terms  (^.different  feeds,  since  such  a 
standard  would  be  unworkable.  It  would 
require  both  television  stations  and  cable 
systems  to  identify  the  feed  used  not 
only  by  each  network  station  which  the 
system  normally  carried,  but  also  by  each 
network  station  whose  news  program  the 
system  might  carry.  Since  a  station’s 
choice  of  feeds  may  vary  from  day  to 
day,  this  would  be  an  exercise  in  futility.® 
To  be  sure,  this  formulation  will  allow  a 
few  cable  systems — most  commonly  those 
near  the  border  of  two  time  zones — to 
carry  the  same  network  news  program 
several  times  daily.  In  most  cases,  how¬ 
ever,  the  cost  of  importing  a  signal  for 
just  a  largely  duplicative  half  hour  of 
news  will  be  prohibitive. 

7.  Section  76.5 (ii)  merely  would  add 
“network  news  program”  to  the  existing 
list  of  definitions.  The  proposed  rule 
would  define  “network  news  program” 
in  conventionally  accepted  terms.  Thus 
a  program  would  need  to  meet  all  three 
criteria  in  order  to  fall  within  the  rtile. 
Section  76.5(ii)(l)  restates  and  reflects 
the  meaning  of  “news  program”  pur¬ 
suant  to  our  program  logging  rules.* 
By  its  terms,  it  therefore  excludes  pro¬ 
grams  which  are  in  the  nature  of  “public 
affairs;”®  inclusion  of  such  programs 
would  expand  the  rule’s  scope  further 
than  we  contemplate.  Section  76.5 (ii) 
(2)  (3)  also  would  limit  the  breadth  of 
the  rule,  by  excluding  special  reports 
and  regularly  scheduled  documentaries. 

8.  Section  76.61(e)(2)  would  be  a 
technical  amendment  to  the  existing 
rule,  in  order  to  avoid  precisely  the  prob¬ 
lem  to  which  this  notice  of  proposed 
rulemaking  is  addressed.  By  excluding 
network  news  programs  from  its  scope, 
proposed  §  76.61(e)  (2)  would  prevent  a 
cable  system  from  claiming  that 
different  feeds  constituted  separate 
“programs.” 

9.  Finally  §  76.61(e)  (3)  would  allow 
a  cable  television  system  to  carry  a  net¬ 
work  news  program  unless  the  program 
were  broadcast  simultaneously  by  a  sta¬ 
tion  which  the  system  normally  car¬ 
ried.*  It  thus  affords  greater  protection 
than  our  present  exclusivity  rules,  to 


^Section  73.112,  Note  1(c)  states  that 
“news  programs"  include  “reports  dealing 
with  current  local,  national,  and  interna¬ 
tional  events,  including  weather  and  stock 
market  reports;  and  when  an  integral  part 
of  a  news  program,  commentary,  analysis, 
and  sports  news.” 

“Section  73.112,  Note  1(d)  states  that 
“public  affairs  programs”  include  “talks, 
commentaries,  speeches,  editorials,  political 
programs,  documentaries,  forums,  panels, 
roundtables,  and  similar  programs  primarily 
concerning  local,  national,  and  international 
public  affairs.” 

•  As  with  the  exclusivity  provisions  of 
§§  76.91  and  76.93,  a  station  may  forfeit  its 
protection  by  unduly  delaying  its  broadcast 
of  a  program.  We  noted  in  Paragraph  33 
of  our  Reconsideration  that  "to  qualify  for 
simultaneous  exclusivity  protection,  no  more 
than  five  or  ten  minutes  of  a  program  may 
be  overlooked.” 
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stations  which  a  cable  television  system 
normally  carries/  Like  present  §  76.61 
(e)(2),  the  proposed  rule  would  not  re¬ 
quire  a  cable  television  system  to  secure 
a  Certificate  of  Compliance  in  order  to 
carry  an  additional  network  news 
program. 

10.  Authority  for  the  proposed  rule 
making  instituted  herein  is  contained 
in  sections  4(i),  303  and  403  of  the  Com¬ 
munications  Act  of  1934,  as  amended. 

11.  All  interested  persons  are  invited 

to  file  written  comments  on  the  rule 
making  proposals  on  or  before  Decem¬ 
ber  14.  1973,  and  reply  comments  on 
or  before  December  24,  1973.  In  reaching 
a  decision  in  this  matter,  the  Commis¬ 
sion  may  take  into  accoimt  any  other 
relevant  information  before  it,  in  addi¬ 
tion  to  the  comments  invited  by  this 
notice.  * 

12.  In  accordance  with  the  provisions 
of  §  1.419  of  the  Commission’s  rules  and 
regulations,  an  original  and  14  copies  of 
all  comments,  replies,  pleadings,  briefs, 
or  other  documents  filed  in  this  proceed¬ 
ing  shall  be  furnished  to  the  Commis¬ 
sion.  Responses  will  be  avaUable  for 
public  Inspection  during  regiilar  busi¬ 
ness  hours  in  the  Commission’s  Public 


’  The  rule  thus  would  parallel  the  present 
network  exclusivity  provisions  of  f  §  76.91 
and  76.93,  to  the  extent  that  it  would  pro¬ 
hibit  simultaneous  duplication.  It  would 
provide  expanded  protection,  however,  to 
stations  which  did  not  qualify  for  exclu¬ 
sivity  under  §  16.91  (b)’s  priorities.  Section 
7e.93(b)  would  prohibit  carriage  of  addi¬ 
tional  network  news  programming,  of  course. 
If  a  station  were  entitled  to  same-day 
exclusivity. 


Reference  Room  at  its  Headquarters  in 
Washington,  D.C. 

Adopted:  October  31, 1973. 

Released:  November  5, 1973. 

Federal  Communications 
Commission, 

[seal]  Vincent  J.  Mullins, 

Secretary. 

Part  76  of  47  CFR  Ch.  I  is  amended 
as  follows: 

1.  In  S  76.5,  paragraph  (ii)  is  added, 
to  read  as  follows: 

§  76.5  Definitions. 

(11)  Network  news  program.  Network 
programming  which:  (1)  Includes  re¬ 
ports  dealing  with  current  events,  stock 
market  reports,  commentary,  analysis, 
and  sports  news;  and  (2)  is  offered  by  one 
of  the  three  major  national  television 
networks  to  its  affiliated  stations  on  a 
daily  or  weekly  basis  at  a  regularly 
scheduled  time  or  times;  and  (3)  has  a 
total  duration  of  thirty  minutes  or  less. 
•  «  *  *  « 

2.  In  §  76.61,  paragraph  (e)  (2)  is 
amended  as  follows  and  paragraph 
(e)  (3)  is  added,  to  read  as  follows: 

§  76.61  Provisions  for  the  first  fifty 
major  television  markets. 

*  •  •  •  • 

(e)  *  •  • 

(2)  Any  television  station  broadcast¬ 
ing  a  network  program,  other  than  a 
network  news  program,  that  will  not  be 
carried  by  a  station  normally  carried  on 
the  system.  Carriage  of  such  additional 
stations  shall  be  only  for  the  duration 
of  the  network  programs  not  otherwise 
available,  and  shall  not  require  prior 


Commission  notification  or  approval  in 
the  certificating  process. 

(3)  Any  television  station  broadcasting 
a  network  news  program,  except  at  the 
same  time  that  the  network  news  pro¬ 
gram  is  broadcast  by  a  television  statiim 
which  the  cable  television  system  nor¬ 
mally  carries.  Carriage  of  such  addi¬ 
tional  stations  shall  be  only  for  the 
duration  of  the  network  news  program, 
and  shall  not  require  prior  Commission 
notification  or  approval  in  the  certificat¬ 
ing  process. 

3.  In  §  76.59,  paragraph  (d)  (2)  is 
amended  as  follows  and  paragraph  (d) 
(3)  is  added,  to  read  as  follows: 

§  76.59  Provisions  for  smaller  television 
markets. 

*  •  •  «  # 

(d)  *  *  * 

(2)  Any  television  station  broadcast¬ 
ing  a  network  program,  other  than  a  net¬ 
work  news  program,  that  will  not  be  car¬ 
ried  by  a  station  normally  carried  on  the 
system.  Carriage  of  such  additional  sta¬ 
tions  shall  be  only  for  the  duration  of 
the  network  programs  not  otherwise 
available,  and  shall  not  require  prior 
Commission  notification  or  approval  in 
the  certificating  process. 

(3 )  Any  television  station  broadcasting 
a  network  news  program,  qxcept  at  the 
same  time  that  the  network  news  pro¬ 
gram  is  broadcast  by  a  television  station 
which  the  cable  television  system  nor¬ 
mally  carries.  Carriage  of  such  additional 
stations  shall  be  only  for  the  duration 
of  the  network  news  program,  and  shall 
not  require  prior  Commission  notifica¬ 
tion  or  approval  in  the  certificating 
process. 

(PR  Doc.73-23933  Piled  11-8-73:8:46  am] 
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DEPARTMENT  OF  THE  TREASURY 

Customs  Service 

IT.D.  73-309] 

REIMBURSABLE  SERVICES 
Excess  Cost  of  Preclearance  Operations 
November  5, 1973. 

•  Notice  is  hereby  given  that  pursuant 
to  §  24.18(d),  Customs  regulations  (19 
CPR  24.18(d) ),  the  biweekly  reimbursa¬ 
ble  excess  costs  for  each  preclearance 
installation  are  determined  to  be  as  set 
forth  below  and  will  be  effective  with  the 
pay  period  beginning  November  11,  1973. 


Biweekly 

Installation ;  excess  cost 

Montreal,  Canada _  $4, 448 

Toronto,  Canada -  7, 369 

Klndley  Field,  Bermuda _  1, 662 

Nassau,  Bahama  Islands _  2, 164 

Vancouver,  Canada _  1, 088 

Winnipeg,  Canada _  607 


[seal]  Leonard  Lehman, 

Acting  Commissioner  of  Customs. 

IFR  Doc.73-23946  Piled  11-8-73:8:46  am] 

DEPARTMENT  OF  AGRICULTURE 
Agricultural  Marketing  Service 
RAISIN  ADVISORY  BOARD 
Notice  of  Public  Meeting 

Pursuant  to  the  Federal  Advisory 
Committee  Act  (P.L.  92-463;  86  Stat. 
770),  notice  is  given  of  a  meeting  of  the 
Raisin  Advisory  Board  at  1:30  p.m.,  P.s.t., 
November  19,  1973,  in  Concourse  “A”  of 
the  Airpiort  Marina  Hotel,  Fresno,  Cali¬ 
fornia. 

The  purpose  of  the  meeting  is  to  dis¬ 
cuss  the  maturity  standards  for  proc¬ 
essed  natural  Thompson  Seedless  raisins, 
and  whether  any  modification  in  these 
standards  is  necessary.  The  meeting  will 
be  open  to  the  public. 

The  Raisin  Advisory  Board  is  estab¬ 
lished  under  the  marketing  agreement, 
as  amended,  and  Order  No.  989,  as 
amended  (7  CFR  Part  989),  regulating 
the  handling  of  raisins  produced  from 
grapies  grown  in  California.  The  market¬ 
ing  agreement  and  order  are  effective 
under  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended  (secs.  1-19, 
48  Stat.  31,  as  amended;  7  U.S.C.  601- 
674). 

The  names  of  board  members,  agenda, 
summary  of  the  meeting  and  other  in¬ 
formation  pertaining  to  the  meeting  may 
be  obtained  from  Clyde  E.  Nef,  Manager, 
Raisin  Administrative  Committee,  732 


North  Van  Ness,  Fresno,  California, 
93720;  telephone  209-268-5666. 

Dated :  November  6, 1973. 

John  C.  Blum, 
Deputy  Administrator, 
Regulatory  Programs. 
|FR  Doc.73-23960  Filed  ll-&-73;8;46  am] 


Forest  Service 

SALMON  RIVER  WILDERNESS  AND  IDAHO 
WILDERNESS  PROPOSAL 

Hearings;  Correction 

A  hearing  notice  on  the  Salmon  River 
Wilderness  and  Idaho  Wilderness  Pro¬ 
posal  was  published  in  the  Federal  Reg¬ 
ister  on  October  18,  1973,  on  page  28995. 
Three  meetings  are  scheduled.  The  third 
meeting  scheduled  for  November  30, 
1973,  will  be  held  in  Pocatello,  Idaho, 
instead  of  Boise,  Idaho. 

R.  M.  Housley, 
Associate  Deputy  Chief, 
Forest  Service. 

November  2, 1973. 

(FR  Doc.73-23917  Filed  11-8-73:8:45  am] 


UNCOMPAHGRE  AND  WILSON 
MOUNTAINS  PRIMITIVE  AREAS 

Hearing 

Notice  is  hereby  given  in  accordance 
with  provisions  of  the  Wilderness  Act  of 
September  3,  1964  (78  Stat.  890,  892;  16 
U.S.C.  1131,  1132)  that  a  public  hearing 
will  be  held  beginning  at  9  a.m.  on  Fri¬ 
day,  January  11, 1974,  at  the  Ouray  High 
School  gymnasium,  Ouray,  Colorado,  and 
continuing  at  9  a.m.  on  January  12,  1974, 
at  the  Ramada  Inn,  718  Horizon  Drive, 
Grand  Junction,  Colorado,  on  proposed 
management  alternatives  for  the  Un- 
compahgre  and  Wilson  Mountains  Prim¬ 
itive  Areas  relative  to  recommendations 
by  the  President  of  the  United  States  to 
the  Congress  concerning  the  Uncompah- 
gre  and  Wilson  Mountains  Primitive 
Ai-eas, 

The  Uncompahgre  and  Wilson  Moun¬ 
tains  Primitive  Areas  are  located  within 
the  San  Juan  and  Uncompahgre  Na¬ 
tional  Forests,  in  Dolores,  Hinsdale, 
Oiu-ay,  San  Juan,  and  San  Miguel  Coim- 
ties.  State  of  Colorado. 

A  brochure  and  Environmental  State¬ 
ment  containing  maps  and  information 
about  the  area  and  the  management  al¬ 
ternatives  under  consideration  may  be 
obtained,  after  November  26,  1973,  from 
the  Forest  Supervisor,  Grand  Mesa- 


Uncompahgre  National  Forest,  P.O.  Box 
138,  11th  and  Main  Street,  Delta,  Colo¬ 
rado  81416;  Forest  Supervisor,  San  Juan 
National  Forest,  Oliger  Building,  P.O. 
Box  341,  Durango,  Colorado  81301;  or  the 
Regional  Forester,  Building  85,  Denver 
Federal  Center,  Denver,  Colo.  80225. 

Individuals  or  organizations  may  ex¬ 
press  their  views  by  appearing  at  the 
hearing,  or  they  may  submit  written 
comments  for  inclusion  in  the  official 
record  to  the  Regional  Forester  at  the 
above  address  by  February  15,  1974. 

R.  M.  Housley, 

Acting  Deputy  Chief, 
Forest  Service. 

November  2, 1973. 

[FR  Doc.73-23918  Filed  11-8-73:8:45  am] 


DEPARTMENT  OF  COMMERCE 
Maritime  Administration 
SS  UNITED  STATES 

Invitation  for  Bids  for  Sale  and  Operation 
of  the  Vessel 

Notice  is  hereby  given  that  pursuant 
to  the  provisions  of  Pub.  L.  92-296,  the 
Maritime  Administration  has  issued  In¬ 
vitation  for  Bids  No.  PD-X-969,  dated 
November  9,  1973,  inviting  sealed  bids 
from  citizens  of  the  United  States  for 
the  purchase  of  the  SS  UNITED 
STATES,  Official  Number  263934. 

The  Assistant  Secretary  of  Commerce 
for  Maritime  Affairs,  acting  for  and  on 
behalf  of  the  Secretary  of  Commerce  and 
pursuant  to  the  provisions  of  Public  Law 
92-296,  purchased  on  February  6,  1973, 
the  passenger  liner  SS  UNITED  STATES 
from  its  former  owner.  The  Public  Law 
permits  the  Maritime  Administration  to 
sell  or  charter  the  vessel  to  a  qualified 
operator  or  lay  up  the  vessel  in  the  Na¬ 
tional  Defense  Reserve  Fleet.  Notice  in 
the  Federal  Register  of  February  26, 
1973  (38  FR  5197)  solicited  proposals 
from  qualified  operators  interested  in  the 
purchase  or  charter  of  the  vessel  for  op¬ 
eration  under  the  United  States  flag. 
None  of  the  responses  to  that  notice  were 
completely  satisfactory. 

The  Maritime  Administration  is  now 
offering  the  ship  for  sale  on  an  “as  is, 
where  is”  basis  to  United  States  citizens 
for  United  States  flag  operation  as  con¬ 
templated  by -Pub.  L.  92-296  under  the 
terms  and  conditions  set  forth  in  the  In¬ 
vitation  for  Bids  No.  PD-X-969. 

The  minimum  acceptable  bid  price  for 
the  SS  UNITED  STATES  is  $12,100,000, 
The  purchase  price  is  payable  in  cash 
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within  45  days  of  acceptance  of  the  suc> 
cessful  bid  by  the  Maritime  Administra¬ 
tion. 

For  any  prospective  purchaser  who  is 
unable  or  unwilling  to  deliver  the  total 
cash  purchase  price  within  the  specified 
45  days,  the  Maritime  Administration 
will  also  entertain  bids  which  call  for 
the  granting  of  an  option  to  purchase  at 
the  bid  price  for  a  period  of  up  to  six 
months,  renewable  for  one  six  month 
period  only.  The  cost  of  such  an  option, 
payable  for  the  first  six  months  at  the 
time  of  submission  of  bid.  is  $150,000, 
and  for  the  renewal  period  is  $300,000, 
payable  at  least  10  days  prior  to  the  start 
of  the  renewal  period.  The  cost  of  such 
option  is  applicable  to  the  purchase  price 
if  the  option  is  exercised,  but  is  forfeited 
if  the  option  is  not  exercised. 

A  ten  percent  bid  deposit  is  required 
with  each  bid  which  contemplates  piir- 
chase  within  forty-five  days.  However, 
bidders  seeking  only  a  purchase  option 
will  not  be  required  to  submit  a  bid 
deposit;  but  such  bidders  must  deposit 
with  the  Maritime  Administration  at  the 
time  of  submission  of  bid,  the  cost  of 
the  purchase  option  for  the  first  six 
month  period  ($150,000). 

Award  will  be  made  to  the  highest  bid¬ 
der;  but  there  will  be  no  consideration 
of  bids  involving  a  purchase  option  un¬ 
less  no  suitable  cash  bids  payable  within 
45  days  are  received.  However,  the  Mari¬ 
time  Administration  reserves  the  right 
to  reject  any  bid  proposing  operations 
not  considered  in  keeping  with  the  intent 
of  Pub.  L.  92-296. 

Each  bid  is  to  be  accompanied  by  a 
suitably  detailed  outline  of  the  proposed 
operation  of  the  vessel,  together  with 
sufficient  detail  concerning  the  financial 
resources  of  the  bidder  to  enable  the 
Maritime  Administration  to  determine 
the  ability  of  the  bidder  to  consummate 
the  transaction  and  operate  the  vessel  in 
a  manner  contemplated  by  Pub.  L.  92- 
296.  However,  any  bidder  who  submitted 
a  proposal  in  response  to  the  notice  in 
the  Federal  Register  of  February  26, 
1973,  is  permitted  at  his  own  risk  to  rely 
on  material  already  submitted. 

Sale  of  the  SS  UNITED  STATES  is 
subject  to  the  following  conditions: 

1.  No  operating-differential  subsidy 
shall  be  paid  for  operation  of  the  vessel; 

2.  The  provisions  of  Section  506  of  the 
Merchant  Marine  Act,  1936,  as  amended, 
shall  apply  to  operations  of  the  SS 
UNITED  STATES,  since  the  exemption 
from  such  provision  contained  in  Section 
613  of  the  Act  appUes  only  to  passenger 
vessels  under  operating-differential  sub¬ 
sidy  contracts. 

Construction  subsidy  paid  on  the  vessel 
amounted  to  $18,646,749.  Thus,  payback 
pursuant  to  section  506  could  approxi¬ 
mate  $745,000  per  year. 

3.  At  no  time  may  the  vessel  be  sold  or 
scrapped  without  the  prior  approval  of 
the  Maritime  Administration,  and  during 
the  statutory  life  of  the  vessel  (until 
June  20,  1977),  it  shall  not  be  used  for 
any  purpose  not  contemplated  by  Pub.  L, 
92-296.  Should  the  Buyer  utilize  the  ves¬ 


sel  for  any  purpose  not  contemplated  by 
Pub.  L.  82-296  during  its  statutory  life, 
the  Maittime  Administration  shall  have 
the  option  to  repurchase  the  vessel  at  its 
net  book  value,  or  $3  million,  whichever  is 
less.  Retention  of  this  option  by  the 
Maritime  Administration  is  simply  to  in¬ 
sure  that  the  vessel  will  be  used  during 
its  statutory  life  in  a  manner  contem¬ 
plated  by  Pub.  L.  92-296,  notwithstand¬ 
ing  the  provisions  of  Article  9(a)  of  Con¬ 
struction-Differential  Subsidy  Agree¬ 
ment,  Contract  No.  MCc-61974,  and  Sec¬ 
tion  802  of  the  Merchant  Marine  Act, 
1936,  as  amended. 

Copies  of  the  Invitation  for  Bids  No. 
PD-X-869,  dated  November  9.  1973  may 
be  obtained  from  the  Contracting  Officer, 
Burton  T.  Kyle,  Chief,  Office  of  Domestic 
Shipping.  Maritime  Administration, 
Washington,  D.C.  20230. 

Bids  are  to  be  in  the  form  specified  in 
the  Invitation  for  Bids  and  are  to  be  ad¬ 
dressed  to  Secretary,  Code  120,  Maritime 
Administration,  Wa^ington,  D.C.  20230. 
Bids  will  be  received  until  2:15  p.m..  East¬ 
ern  Standard  Time,  December  12,  1973, 
and  public  opening  will  be  held  at  2:15 
p.m..  Eastern  Standard  Time,  on  that 
date  at  the  offices  of  the  Maritime  Ad¬ 
ministration,  Room  3710,  Commerce 
Building,  14th  Street  between  E  and  Con¬ 
stitution  Avenue  NW.,  Washington,  D.C. 

Dated:  November  2, 1973. 

By  Order  of  the  Maritime  Administra¬ 
tion. 

James  S.  Dawson,  Jr., 

Secretary. 

[FR  Doc.73-23961  Piled  11-8-73:8:46  am] 


Office  of  the  Secretary 

IMPORTERS’  TEXTILE  ADVISORY 
COMMITTEE 

Public  Meeting 

November  6.  1973. 

The  Importers’  Textile  Advisory  Com¬ 
mittee  will  meet  at  2  p.m.  on  Novem¬ 
ber  20.  1973,  in  Room  4833,  Department 
of  Commerce,  14th  and  Constitution  Ave¬ 
nue  NW..  Washington,  D.C.  20230. 

The  Committee,  which  is  comprised  of 
18*  members  representing  importing  firms 
and  a  trade  association,  advises  Depart¬ 
ment  officials  of  the  effects  on  Import 
markets  of  the  cotton,  wool  and  man¬ 
made  fiber  textile  agreements. 

The  agenda  for  the  meeting  is  as 
follows: 

1.  Review  of  Import  Trends. 

2.  Implementation  of  Textile  Agreements. 

3.  Report  on  Conditions  In  tbe  Domestic 
Market. 

4.  Other  Business. 

A  limited  number  of  seats  will  be  avail¬ 
able  to  the  public.  The  public  will  be 
permitted  to  file  written  statements  with 
the  Committee  before  or  after  the  meet¬ 
ing.  To  the  extent  time  is  available  at  the 
end  of  the  meeting,  the  presentation  of 
oral  statements  will  be  allowed. 

Further  information  concerning  the 
Committee  may  be  obtained  from 


Arthur  Garel,  Director,  Office  of  Textiles. 
Main  Commerce  Building,  U.S.  Depart¬ 
ment  of  Commerce,  Washington,  D.C, 
20236. 

Seth  M.  Bodner. 

Chairman.  Committee  for  the 
Implementation  of  Textile 
Agreements,  and  Deputy  As¬ 
sistant  Secretary  for  Re¬ 
sources  and  Trade  Assistance. 

[PR  Doc.73-23983  PUed  11-8-73:8:45  am] 


DEPARTMENT  OF  HEALTH, 
EDUCATION.  AND  WELFARE 
Office  of  the  Secretary 

NATIONAL  PROFESSIONAL  STANDARDS 
REVIEW  COUNCIL 

Public  Meeting 

The  fourth  meeting  of  the  National 
Professional  Standards  Review  Council, 
which  was  established  to  advise  the  Sec¬ 
retary  of  the  Department  of  Health,  Edu¬ 
cation,  and  Welfare  on  the  administra¬ 
tion  of  Professional  Standards  Review 
(title  XI,  part  B,  Social  Security  Act) 
will  be  held,  Monday,  November  26,  1973. 
The  Council  will  meet  from  9  a.m.  to  5 
p.m.  at  Room  5051,  HEW  North  Building, 
330  Independence  Avenue  SW.,  Wash¬ 
ington,  D.C.  Professional  Standards  Re¬ 
view  is  the  procedure  to  assure  that  the 
services  for  which  payment  may  be  made 
under  the  Social  Security  Act  are  medi¬ 
cally  necessary  and  conform  to  appro¬ 
priate  professional  standards  for  the  pro¬ 
vision  of  quality  health  care.  The  Coim- 
cil’s  agenda  will  include  discussion  of  a 
variety  of  Issues  relevant  to  the  imple¬ 
mentation  of  the  PSRO  program.  The 
meeting  is  open  to  the  public. 

Dated:  October  18,  1973. 

Henry  E.  Simmons, 
Acting  Executive  Secretary,  Na¬ 
tional  Professional  Standards 
Review  Council.' 

[PR  Doc.73-23950  Plied  ll-8-73;8:46  am] 


NATIONAL  PROFESSIONAL  STANDARDS 
REVIEW  COUNCIL 

Subcommittee  on  Data  and  Norms;  Public 
Meeting 

The  National  Professional  Standards 
Review  Council  Subcommittee  on  Data 
and  Norms  will  meet  on  November  26 
and  27,  1973.  This  Subcommittee  was 
formed  to  review  issues  of  Importance 
in  the  implementation  of  Title  XI,  Part 
B,  Social  Security  Act,  with  respect  to 
PSRO  data  and  norms.  The  meeting  will 
be  held  at  the  Mayfiower  Hotel,  Wash¬ 
ington,  D.C.  from  7  pm.  to  9  pm.  on  the 
26th  of  November,  and  at  Room  5131, 
H.E.W.  North  Building.  Washington, 
D.C.  from  9  am.  to  4  p.m.  on  the  27th 
of  November.  Professional  standards  re¬ 
view  is  the  procedure  to  assure  that  Uie 
services  for  which  pa3maent  may  be  made 
under  the  Social  Security  Act  are  medi¬ 
cally  necessary  and  conform  to  appro¬ 
priate  professional  standards  for  the  pro¬ 
vision  of  quality  care.  The  subcommlt- 
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tee’s  agenda  win  consist  of  issues  related 
to  PSRO  data,  review  and  norms.  The 
meeting  is  open  to  the  public. 

Dated:  October  26,  1973. 

Henry  E.' Simmons, 
Acting  Executive  Secretary,  Na¬ 
tional  Professional  Standards 
Review  Council. 

|PR  Doc.73-23949  Piled  ll-«-73;8:46  am] 


NATIONAL  PROFESSIONAL  STANDARDS 
REVIEW  COUNCIL 

Subcommittee  on  Evaluation;  Public 
Meeting 

The  National  Professional  Standards 
Review  Council  Subcommittee  on  Evalu¬ 
ation  will  meet  on  November  25,  1973. 
nils  Subcommittee  was  formed  to  review 
issues  of  impiortance  in  the  implementa¬ 
tion  of  title  XI,  part  B,  Social  Security 
Act  with  respect  to  Evaluation.  The 
meeting  will  be  held  at  the  Masrflower 
Hotel  from  8  p.m.  to  10  p.m.  Profes¬ 
sional  standards  review  is  the  procedure 
to  assure  that  the  services  for  which 
payment  may  be  made  under  the  Social 
Se^rity  Act  are  medically  necessary  and 
conform  to  appropriate  professional 
standards  for  the  provision  of  quality 
care.  The  Subcommittee’s  agenda  will 
consist  of  discussions  of  the  Evaluation 
Report  to  last  Council  meeting  and  PSRO 
Evaluation  plan.  The  meeting  is  open  to 
the  public. 

Dated:  October  30, 1973. 

Henry  E.  Simmons. 

Acting  Executive  Secretary,  Na¬ 
tional  Professional  Standards 
Review  Council 

(PR  Doc.73-23951  Piled  ll-8-73;8:46  am] 


NATIONAL'  PROFESSIONAL  STANDARDS 
REVIEW  COUNCIL 

Subcommittee  on  Policy  Development; 

Public  Meeting 

The  National  Professional  Standards 
Review  Council  Subcommittee  on  Policy 
Development  will  meet  on  Tuesday,  No¬ 
vember  13,  1973.  This  Subcommittee  was 
formed  to  review  policy  issues  of  impor¬ 
tance  in  the  implementation  of  title  XI, 
part  B,  Social  Security  Act.  The  meeting 
win  be  held  at  the  Parklawn  Building, 
5600  Fishers  Lane,  RockviUe,  Maryland, 
Room  17-64,  10  a.m.  to  4  p.m.  Profes¬ 
sional  standards  review  is  the  procedure 
to  assure  that  the  services  for  which  pay¬ 
ment  may  be  made  under  the  Social  Se¬ 
curity  Act  are  medically  necessary  and 
conform  to  appropriate  professional 
standards  for  the  provision  of  quality 
care.  'The  Subcommittee’s  agenda  in¬ 
clude  timely  policy  issues.  The  meeting  is 
open  to  the  public. 

Dated;  October  18,  1973. 

Henry  E.  Simmons, 
Acting  Executive  Secretary.  Na¬ 
tional  Professional  Standards 
Review  Council, 

|PR  Doc.73-23952  PUed  11-8-73:8:46  am] 


OFFICE  OF  THE  ASSISTANT  SECRETARY 
FOR  EDUCATION 

Order  of  Succession 

Part  I  of  the  Statement  of  Organiza¬ 
tion,  Functions,  and  Delegations  of  Au¬ 
thority  of  the  Department  of  Health,  Ed¬ 
ucation,  and  Welfare,  is  amended  to  re¬ 
vise  Chapter  IK,  Assistant  Secretary  for 
Education  (38  FR  1134,  Jan.  9,  1973)  to 
provide  a  statement  of  the  Order  of  Suc¬ 
cession.  The  Order  of  Succession  is  stip¬ 
ulated  in  a  new  paragraph  as  follows: 

Sec.  1K.30  Order  of  succession.  During 
the  absence  or  disability  of  the  Assistant 
Secretary  for  Education,  or  in  the  event 
of  a  vacancy  in  that  position,  the  first 
official  listed  below  who  is  available  shall 
act  as  Assistant  Secretary,  except  during 
a  period  of  planned  absence  for  which  a 
different  order  has  been  designated  un¬ 
der  (b)  below. 

(a) (1)  Deputy  Assistant  Secretary  for 
Education. 

(2)  Deputy  Assistant  Secretary  (Pol¬ 
icy  Communication) . 

(3)  Deputy  Assistant  Secretary  (Pol¬ 
icy  Development) . 

(4)  Director,  Office  of  Administration. 

(b)  For  a  planned  period  of  absence, 
the  Assistant  Secretary  may  specify  a 
different  order  of  succession. 

Dated:  November  2, 1973. 

Caspar  W.  Weinberger, 
Secretary. 

(PR  Doc.73-23948  Piled  ll-8-73;8:46  am] 


Social  Security  Administration 

HEALTH  INSURANCE  BENEFITS 
ADVISORY  COUNCIL 

Public  Meetings 

Notice  is  hereby  given,  pimsuant  to 
Public  Law  92-463,  that  the  Health 
Insurance  Benefits  Advisory  Coimcil 
(HIBAC),  established  pursuant  to  sec¬ 
tion  1867  of  the  Social  Security  Act,  as 
amended,  which  advises  the  Secretary 
of  Health,  Education,  and  Welfare  on 
Medicare  and  Medicaid  matters,  will 
meet  on  Friday,  November  16,  1973,  at 
9  a.m.,  in  Room  4131  of  the  Department 
of  Health,  Education,  and  Welfare’s 
North  Building,  Third  and  C  Streets 
SW.,  Washington,  D.C.  The  Coimcil  will 
consider  matters  relating  to  the  Medi¬ 
care  and  Medicaid  programs. 

The  Home  Health  Care  Committee  of 
HIBAC,  which  is  studying  the  possibility 
of  broadening  the  coverage  of  home 
health*  services,  will  meet  on  Thursday, 
November  15,  1973,  at  1  p.m.,  in  Room 
4173  of  the  Department  of  Health,  Edu¬ 
cation,  and  Welfare’s  North  Building. 

Both  of  these  meetings  are  open  to  the 
public. 

Further  information  on  the  Council 
and  the  Committee  may  be  obtained 
from  Mr.  Max  Perlman,  Executive  Sec¬ 
retary,  Health  Insurance  Benefits  Ad¬ 
visory  Council,  Room  585,  East  Building, 
Social  Security  Administration,  6401  Se¬ 
curity  Boulevard,  Baltimore,  Maryland 


21235,  telephone  301-594-9134.  Members 
of  the  public  planning  to  attend  either 
meeting  should  send  written  notice  of 
intent  to  the  Executive  Secretary. 

(Catalog  of  Pederal  Domestic  Assistance  Pro¬ 
gram  Numbers:  13.800,  Health  Insurance  for 
the  Aged — Hospital  Insurance;  13.801,  Health 
Insurance  for  the  Aged — Supplementary 
Medical  Insurance;  13.714,  Medical  Assist¬ 
ance  Program.) 

Dated;  November  2, 1973. 

Max  Perlman, 

Executive  Secretary,  Health  In¬ 
surance  Benefits  Advisory 
Council. 

(PR  Doc.73-23873  PUed  11-8-73:8:46  am) 

DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Federal  Disaster  Assistance  Administration 
[PDAA-403-DR:  Docket  No.  NPD-1361 

KANSAS 

Amendment  to  Major  Disaster  Notice 

Notice  of  major  disaster  for  the  State 
of  Kansas,  dated' September  28, 1973,  and 
published  October  5, 1973  (38  FR  27634) ; 
amended  October  2,  1973,  and  published 
October  11, 1973  (38  FR  28103) ;  amended 
October  4,  1973,  and  published  October 
11,  1973  (38  FR  28103) ;  and  amended 
October  19,  1973,  and  published  Octo¬ 
ber  29,  1973  (38  FR  29834);  is  hereby 
further  amended  to  include  the  following 
counties  among  those  counties  deter¬ 
mined  to  have  been  adversely  affected 
by  the  catastrophe  declared  a  major  dis¬ 
aster  by  the  President  in  his  declaration 
of  September  28,  1973; 

The  counties  of : 

Chase 

Cloud 

Republic 

(Catalog  of  Pederal  Domestic  Assistance  Pro¬ 
gram  No.  50.002,  Disaster  Assistance) 

Dated;  November  2,  1973. 

Thomas  P.  Dunne, 
Administrator,  Federal  Disaster 
Assistance  Administration. 

[FH  Doc.73-23942  Piled  ll-8-73;8:46  am) 


Office  of  Assistant  Secretary  for  Housing 
Production  and  Mortgage  Credit 

(Docket  No.  N-73-207] 

HOUSING  ASSISTANCE  PAYMENTS  FOR 
CERTAIN  NEWLY  CONSTRUCTED  LOW 
INCOME  HOUSING 

Policy  Statement 

The  Department  is  publishing  here¬ 
with  a  statement  of  policy  regarding 
housing  assistance  payments  under  sec¬ 
tion  23  of  the  U.S.  Housing  Act  of  1937, 
42  U.S.C,  1421b.  These  policies  and  pro¬ 
cedures  apply  to  such  payments  made  on 
behalf  of  eligible  low-income  families 
that  occupy  newly  constructed  rental 
housing.  This  statement  sets  forth, 
among  other  things,  the  roles  and  re¬ 
sponsibilities  of  the  Department,  the 
local  housing  authority  and  the  developer 
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or  owner:  the  steps  in  processing  Appli¬ 
cations  for  section  23  Housing  Assistance 

Program  (HUD  Form _ ) :  the  basis 

for  determining  the  amount  of  subsidies; 
and  the  substance  and  format  of  con¬ 
tracts,  leases  and  other  documents. 

While  this  statement  expresses  the  De¬ 
partment’s  current  policies  and  practices 
with  respect  to  the  section  23  program, 
HUD  is  considering  revisions  of  its  poli¬ 
cies  regarding  both  this  program  and  the 
related  programs  for  leasing  of  existing 
housing  with  and  without  substantial 
rehabilitation.  The  Department  intends, 
therefore,  to  publish  in  the  near  future 
a  notice  of  proposed  rulemaking  that 
will  incorporate  the  procedures  applica¬ 
ble  to  new  construction  and  existing 
housing  with  and  without  substantial  re¬ 
habilitation.  Public  comment  with  re¬ 
spect  to  these  procedures  will  be  invited 
before  the  Department  promulgates  its 
final  regulations  regarding  these  pro¬ 
grams. 

Chapter  1.  Applicability,  Scope,  and 
Basic  Policies 

1-1.  Applicability  and  scope.  The  poli¬ 
cies  and  procedures  contained  herein  are 
applicable  to  the  making  of  housing  as¬ 
sistance  payments  on  behalf  of  eligible 
low-income  families  occupying  newly 
constructed  rental  housing  developed 
under  the  construction  for  leasing  meth¬ 
od  pursuant  to  the  provisions  of  Section 
23  of  the  U.S.  Housing  Act  of  1937.  For 
the  purposes  of  this  Handbook,  “con¬ 
struction  for  leasing”  shall  mean  newly 
constructed  housing  for  which,  prior  to 
the  start  of  construction:  (a)  An  Annual 
Contributions  Contract  is  executed  be¬ 
tween  the  Department  of  Housing  and 
Urban  Development  (HUD)  and  the  local 
housing  authority  (LHA) ;  and  (b)  a 
HUD-approved  Agreement  to  Enter  Into 
Housing  Assistance  Payments  Contract 
(Agreement)  is  executed  between  the 
LHA  and  the  owner.  Unless  specific  ap¬ 
proval  is  obtained  from  HUD,  the  poli¬ 
cies  and  procedures  contained  herein 
shall  apply  to  all  construction  for  leasing 
projects  for  which  agreements  to  lease 
have  not  yet  been  entered  into.  With  re¬ 
spect  to  projects  for  which  agreements 
to  lease  have  been  entered  into  prior  to 
the  effective  date  of  this  Handbook,  HUD 
may  apply  these  standards  to  the  extent 
it  determines  it  is  practicable  to  do  so. 

This  Handbook  covers  policies  and  pro¬ 
cedures  relating  to  the  following:  The 
roles  and  responsibilities  of  HUD,  the 
LHA  and  the  developer/owner:  the  ap¬ 
plication  process:  the  project  develop¬ 
ment  format:  the  determination  of  the 
amount  of  annual  contributions;  HUD 
processing  procedures:  and  contains  pre¬ 
scribed  contracts,  agreements,  and  other 
documents. 

1-2.  Definitions. — a.  Fair  market  rent 
and  gross  rent.  Fair  market  rent  is  the 
gross  rent  (including  utilities,  ranges  and 
refrigerators,  and  all  maintenance  and 
management  services)  for  dwelling  units 
of  varying  sire  (number  of  bedrooms) 
and  structure  type,  which,  as  determined 
at  least  annually  by  HUD,  would  be  re¬ 
quired  to  be  paid  in  each  housing  market 
area  in  order  to  obtain  privately  de¬ 


veloped  and  owned,  newly  constructed 
rental  housing  of  modest  (nonluxury) 
nature.  Gross  rent  includes  all  utilities 
(except  telephone)  whether  or  not  paid 
directly  to  the  utility  company  by  the 
family. 

b.  Agreement  to  enter  into  housing  as¬ 
sistance  payments  contract  (agreement). 

A  HUD-approved  written  agreement  be¬ 
tween  an  LHA  and  a  developer/owner 
that  upon  satisfactory  completion  of  the 
housing  by  the  owner/developer  pursuant 
to  agreed  upon  plans,  specifications  and 
other  requirements  as  set  forth  in  the 
Agreement,  the  LHA  will  enter  into  a 
Housing  Assistance  Payments  Contract 
with  the  owmer. 

c.  Housing  assistance  payments  con¬ 
tract  (Contract).  A  HUD-approved 
written  Contract  between  an  LHA  and  an 
owner  for  the  purpose  of  providing  hous¬ 
ing  assistance  payments  on  behalf  of 
eligible  families. 

d.  Eligible  families.  Those  families  de¬ 
termined  by  the  LHA  to  meet  the  re¬ 
quirements  for  admission  into  and  con¬ 
tinued  occupancy  of  housing  assisted 
hereunder. 

1-3.  Basic  Policies. — a.  Limitation  on 
use  of  newly  constructed  housing.  Con¬ 
struction  for  leasing  projects  shall  be 
permitted  only  in  those  localities  where 
HUD  determines  that  there  is  not  and 
there  is  not  likely  soon  to  be  an  adequate 
supply  of  existing  housing  which,  with 
the  housing  assistance  payments  pro¬ 
vided  by  HUD,  can  meet  the  housing 
needs  of  low-income  families,  or  where 
new  housing  is  a  necessary  element  of 
a  public  program  of  neighborhood 
renewal. 

b.  Development  process.  Under  the 
construction  for  leasing  method,  any 
owner  (defined  to  include  a  developer) 
who  has  a  site,  a  site  option  or  other 
evidence  of  site  control  may  submit  a 
proposal  to  provide  housing  opportunities 
for  low-income  families  in  newly  con¬ 
structed  housing.  Such  proposals  shall  be 
in  response  to  an  invitation  for  proposals 
published  by  the  LHA.  If  the  developer’s 
proposal  is  acceptable  to  HUD  and  the 
LHA,  the  LHA  will  enter  into  a  HUD- 
approved  Agreement  under  which  the 
LHA  agrees  to  provide  housing  assistance 
pajnnents  to  enable  low-income  families 
to  afford  the  rents  payable  to  the  owner 
for  the  units  involved.  This  Agreement 
will  be  backed  by  the  financial  assistance 
commitment  of  the  Government  (the  An¬ 
nual  Contributions  Contract) . 

c.  Housing  assistance  payments.  The 
housing  assistance  payments  will  pay  the 
owner  the  difference  between  the  rent 
charged  by  the  owner  and  that  portion 
of  said  rent  payable  by  the  family.  How¬ 
ever,  housing  assistance  payments  shall 
be  paid  to  owners  only  for  those  units 
occupied  by  eligible  families.  Families 
shall  not  be  eligible  for  such  Federal 
financial  assistance  when  the  LHA  deter¬ 
mines  that  25  percent  of  adjusted  family 
income  equals  or  exceeds  the  gross  rent 
for  the  unit  occupied. 

d.  Maximum  rents  to  owners.  The 
maximum  rents  to  owners  that  may  be 
contracted  for  pursuant  to  the  HUD- 
approved  Housing  Assistance  Payments 


Contract  (Contract)  between  the  LHA 
and  the  owner  generally  shall  not  exceed 
the  HUD-established  fair  market  rents 
for  newly  constructed  rental  housing  for 
the  locality  or  localities  in  which  the 
units  are  located.  ’These  HUD- determined 
rents,  which  may  be  exceeded  by  up  to 
10  percent  when  HUD  determines  that 
such  additional  amount  is  required  to 
provide  housing  at  desired  locations  or 
housing  with  extraordinary  amenities  or 
specialized  non-dwelling  facilities  such  as 
day  care  centers,  shall  be  the  maximum 
rents  that  may  be  contracted  for  under 
the  construction  for  leasing  program. 

e.  Term  of  housing  assistance  pay¬ 
ments  contract.  The  LHA  and  owner  may 
enter  into  a  Contract  for  a  maximum  ini¬ 
tial  term  of  five  years,  with  an  option  In 
the  owner  to  renew  for  three  successive 
five  year  periods.  However,  the  LHA  may 
refuse  any  such  renewals  if  it  determines 
that  the  owner  is  in  default  under  the 
terms  of  the  Contract. 

f.  Rent  adjustments. — (1)  Automatic 
annual  adjustments,  (a)  The  monthly 
rents  to  the  owner  as  set  forth  In  the 
Contract  shall  be  adjusted  automatically 
on  the  annual  anniversary  date  of  the 
Contract.  The  adjustment(s)  shall  be 
based  ui>on  the  HUD- determined  adjust¬ 
ment  factor,  as  defined  in  subparagraph 

(b)  below. 

(b)  The  adjustment  factor  shall  be 
the  HUD-determined  percentage  change 
in  the  fair  market  rent  for  existing  hous¬ 
ing  for  the  market  area  in  which  the 
project  is  located. 

(c)  The  amount  of  each  automatic  an¬ 
nual  adjustment  shall  be  computed  by 
applying  the  adjustment  factor  in  effect 
at  the  time  of  the  adjustment  (provided 
that  the  adjustment  factor  is  not  more 
than  one  year  old)  to  the  latest  rents 
shown  in  the  Contract. 

(d)  In  no  case  may  an  annual  adjust¬ 
ment  result  in  Contract  rents  higher 
than  the  fair  market  rents  in  effect  for 
the  market  area  at  the  time  of  adjust¬ 
ment.  For  the  first  four  annual  adjust¬ 
ments  the  fair  market  rents  shall  be 
those  which  apply  to  newly  constructed 
housing.  For  all  subsequent  adjustments, 
the  fair  market  rents  shall  be  those 
which  apply  to  existing  housing. 

(e)  Rents  may  be  adjusted  upward  or 
downward,  as  may  be  appropriate:  how¬ 
ever,  in  no  case  shall  the  adjusted  rents 
be  less  than  the  original  rents  set  forth 
in  the  Contract. 

(2)  Renegotiations.  TTie  rents  con¬ 
tained  in  the  Contract  may  be  renegoti¬ 
ated  to  become  effective  at  the  beginning 
of  each  of  the  three  five-year  renewal 
terms:  provided  that  such  renegotiations 
may  not  result  in  rents  in  excess  of  the 
fair  market  rents  for  existing  housing 
for  the  housing  market  area  in  effect  at 
the  time  of  renegotiation. 

g.  Annual  contributions.  ’The  maxi¬ 
mum  annual  contribution  that  may  be 
contracted  for  in  the  Annual  Contribu¬ 
tions  Contract,  by  unit  size  (number  of 
bedrooms),  shall  be  (1)  the  sum  of  the 
fair  market  rent  and  the  estimated  LHA 
administrative  expense  minus  (2)  the  es¬ 
timated  average  family  contribution 
(i.e.,  the  portion  of  gross  rent  payable 
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by  the  family  as  determined  by  the  LHA, 
not  to  exceed  25  percent  of  adjusted 
family  income).  The  fair  market  rent 
may  be  exceeded  by  up  to  10  percent 
under  the  circiimstances  disciissed  in  1- 
3d  above.  The  estimated  average  family 
contribution  shall  be  based  upon  a  realis¬ 
tic  estimate  of  the  incomes  of  the  fami¬ 
lies  expected  to  be  in  occupancy. 

h.  Eligible  agencies.  All  legally  consti¬ 
tuted  local  housing  authorities  created 
pursuant  to  State  housing  authorities 
laws  are  eligible  to  participate  in  a  con¬ 
struction  for  leasing  program.  In  addi¬ 
tion,  under  the  terms  of  the  U.S.  Hous¬ 
ing  Act,  a  “public  housing  agency”  may 
include  any  State,  coimty.  municipality 
or  other  governmental  entity  or  public 
body  which  is  authorized  by  State  law 
to  engage  in  the  development  or  admin¬ 
istration  of  low-income  housing  or  slum 
clearance  and  may,  therefore,  be  eligible 
to  participate  in  the  construction  for 
leasing  program.  The  abbreviations 
“LHA”  or  “LHAs”  as  used  herein  include 
any  governmental  entity  or  public  body 
as  described  in  this  paragraph. 

Moreover,  LHA’s  may,  by  agreement, 
cooperate  with  each  other  in  carrying 
out  Uieir  respective  functions,  and  State 
laws  t3rpically  provide  that  a  locality 
which  has  no  LHA  can  invite  another 
LHA  within  the  State  to  function  within 
its  borders.  In  addition  to  the  few  states 
that  have  created  statewide  LHAs,  many 
more  have  state  departments  or  agen¬ 
cies  authorized  to  administer  housing 
and  urban  development  legislation  which 
clearly  qualifies  them  as  public  housing 
agencies  under  the  UJ3.  Housing  Act  and 
authorizes  Uiem  to  carry  out  this  func¬ 
tion  or  to  act  through  LHA’s  or  other 
entities. 

1.  Local  governing  body  approval.  HUD 
cannot  approve  an  application  for  a  Sec¬ 
tion  23  construction  for  leasing  project 
wiless  the  governing  body  of  the  locality 
in  which  the  units  are  to  be  located  has, 
by  resolution,  approved  the  application 
of  the  provisions  of  Section  23  to  the  lo¬ 
cality.  Form  HUD-53051,  dated  Decem¬ 
ber  1971,  is  suggested  for  such  resolu¬ 
tions.  Once  such  a  resolution  has  been 
enacted,  it  may  satisfy  this  approval  re¬ 
quirement  for  all  subsequent  Section  23 
leasing  projects,  including  construction 
for  leasing  projects.  The  terms  of  the 
resolution  as  enacted  must  be  examined 
by  the  LHA  and  HUD  to  determine 
whether  it  contains  any  restrictive  lan¬ 
guage  (e.g.,  limits  the  number  of  dwelling 
units  or  authorizes  only  the  leasing  of 
existing  housing)  which  would  require  a 
new  resolution  to  provide  approval  for 
the  proposed  construction  for  leasing 
project. 

j.  Nature  of  housing  to  he  developed. 
The  LHA  may  utilize  newly  constructed 
(including  manufactured)  single  family 
houses,  row  houses,  or  multifamily  struc¬ 
tures.  In  addition,  congregate  housing 
may  be  developed  for  elderly  or  handi¬ 
capped  families  and  individuals.  Single 
room  occupant  (SRO)  housing  planned 
specifically  as  a  relocation  resource  for 
single  persons  (who  qualify  for  low-rent 
public  housing)  may  also  be  developed 


under  the  construction  for  leasing  pro¬ 
gram.  (See  the  Low-Rent  Housing  Pre¬ 
construction  Handbo<^,  HPMC-FHA 
7410.8  for  guidelines  and  standards  ap¬ 
plicable  to  congregate  and  SRO  hous¬ 
ing.)  High  rise  elevator  projects  for  fami¬ 
lies  with  childr^  may  not  be  used  in  the 
constructiOTi  for  leasing  program  unless 
HUD  determines  there  is  no  practical  al¬ 
ternative.  Mobile  homes  may  not  be  uti¬ 
lized  in  the  construction  for  leasing 
program. 

k.  Limitation  on  number  of  units  in 
single  structure.  (1)  Section  23(c)  of  the 
U.S.  Housing  Act  provides  that  no  more 
than  10  percent  of  the  units  in  any  single 
structure  shall  be  assisted  unless  the 
LHA,  because  of  the  limited  number  of 
units  in  the  structure  or  for  any  other 
reason,  determines  that  such  limit  should 
not  be  applied.  Where  the  LHA  deter¬ 
mines  that  the  10  percent  limitation 
should  not  be  applied,  a  record  of  its  de¬ 
termination  shall  be  maintained  in  the 
LHA’s  permanent  file,  and  the  LHA  shall 
notify  HUD  of  its  action. 

(2)  It  should  be  noted,  however,  that 
in  approving  applications  for  housing 
assistance  programs  involving  multi- 
family  (five  or  more  units)  structure, 
HUD  will  give  iniority  to  those  applica¬ 
tions  which  would  provide  for  assistance 
for  20  percent  or  less  of  the  units  in  a 
single  multifamily  structure  or  complex. 

l.  Relocation  requirements.  There  is 
no  available  source  of  HUD  funds  which 
can  be  programmed  for  construction  for 
leasing  projects  assisted  under  Section 
23  for  the  payment  of  relocation  costs, 
including  costs  for  relocation  assistance 
and  pa3mients,  undar  the  Uniform  Relo¬ 
cation  Assistance  and  Real  Property  Ac¬ 
quisition  Policies  Act  of  1970.  Therefore, 
no  Agreement  shall  be  executed  for  hous¬ 
ing  which  is  to  be  constructed  on  a  site 
which  has  occupants  unless  the  owner 
voluntarily  undertakes  liability  for  and 
provides  for  the  funding  of  all  relocation 
costs  in  accordance  with  the  regulations 
of  38  FR  18262,  dated  July  9,  1973  (copy 
attached  hereto  as  AiH>endix  I). 

m.  Methods  of  finance.  Section  23  con¬ 
struction  for  leasing  projects  may  be 
financed  by  means  of  a  conventional  loan 
from  a  commercial  bank,  savings  bank, 
savings  and  loan  association,  i>ension 
fund,  insurance  company  or  other  finan¬ 
cial  institution.  State  Housing  Financing 
Agencies  and  sections  221(d)(4),  207, 
and  231  market  rate  FHA  mortgage  in¬ 
surance  programs  may  also  be  utilized. 

n.  Availability  of  funds  for  security 
and  utility  deposits.  Families  may  be  re¬ 
quired  to  provide  security  deposits  to 
landlords,  and  in  some  instances,  to  util¬ 
ity  companies.  In  hardship  cases  where 
families  are  unable  to  obtain  fimds  from 
community  agencies  or  other  sources  for 
payment  of  security  deposits  to  landlords 
or  utility  companies  (except  telephone) , 
the  LHA  may  pay  the  owner  and/or  the 
utility  companies  the  funds  necessary, 
not  to  exceed  one  month’s  rent  plus  util¬ 
ity  deposits  (excluding  telephone).  This 
amount  shall  be  recovered  by  the  LHA 
from  the  family  over  a  <me-year  period. 

o.  Responsibilities  of  the  owner.  The 
owner  shall  be  remxmsible  for  the  com¬ 


plete  and  total  management,  mainte¬ 
nance  and  operation  of  the  project. 
These  responsibilities  shall  include  but 
not  be  limited  to  the  payment  of  utilties 
unless  paid  directly  by  the  occupant) ,  in¬ 
surance  and  taxes,  the  performance  of 
all  ordinary  and  extraordinary  mainte¬ 
nance;  performance  of  all  management 
functions  including  the  taking  of  appli¬ 
cations  and  selection  of  families  (with 
the  exception  of  determination  and  veri¬ 
fication  of  ehgibility  for  the  particular 
dweUing  imit  involved  which  shall  be  the 
fimction  of  the  LHA) ;  collection  of 
rents;  risk  of  loss  from  vacancies  and 
nonpayment  of  rent  by  tenant  families; 
and,  preparation  of  and  furnishing  of  in¬ 
formation  required  by  the  LHA  under 
the  Contract.  This  does  not  preclude  the 
owner  from  contracting  with  the  LHA 
for  the  maiiagement,  maintenance,  and 
operation  of  the  project  under  a  separate 
contract,  for  a  prescribed  fee,  upon  a 
determination  by  HUD  that  such  services 
are  not  otherwise  available  in  the  local¬ 
ity.  Any  such  contract  shall  be  approved 
by  HUD. 

p.  Responsibilities  of  the  LHA.  The 
LHA  shall  be  responsible  for  review  of 
applications  submitted  by  families  to  de¬ 
termine  eligibility  for  assistance;  re¬ 
examination  of  family  eligibility  as  pre¬ 
scribed  by  HUD  regulations;  provision 
of  social  and  counseling  services  (unless 
these  functions  are  to  be  assumed  by  the 
owner) ;  inspection  at  least  annually  to 
determine  that  the  luiits  are  maintained 
in  decent,  safe,  and  sanitary  condition 
(Failure  to  do  so  shall  constitute  a  Sub¬ 
stantial  Default  by  the  LHA  imder  the 
Annual  Contributions  Contracts) :  and 
authorization  of  evictions. 

1-4.  Separate  project  requirements. — 
a.  A  construction  for  leasing  project  may 
not  include  any  other  type  of  leasing, 
shall  be  processed  with  a  separate  An¬ 
nual  Contributions  Contract  List  and  be 
assigned  a  separate  project  number.  All 
construction  for  leasing  units  to  be  placed 
under  a  single  Housing  Assistance  Pay¬ 
ments  Contract  shall  comprise  a  separate 
project.  However,  the  Area  Director  may 
designate  as  a  single,  separate  project 
the  imits  to  be  covered  by  two  or  more 
such  Contracts  where; 

(1)  The  units  are  placed  imder  ACC 
on  the  same  date;  and 

(2)  Such  consolidation  is  necessary  in 
the  Interest  of  administrative  efficiency. 

b.  Separate  Annual  Contributions  Con¬ 
tracts  are  not  required  for  each  project; 
rather.  Consolidated  Annual  Contribu¬ 
tions  Contracts  may  be  used  but  the 
LHA  shall  be  reqviired  to  operate  each 
project  as  separate  and  distinct  from 
other  projects  by  amending  the  Con¬ 
solidated  Annual  Contributions  Contract 
to  include  the  following  provisions  for 
each  construction  for  leasing  project: 

Notwithstanding  the  other  provisions  of 
this  Contract,  (1)  the  bo(As  of  account  and 
records  of  the  Local  Authority  shall  he  main¬ 
tained  In  such  a  manner  as  wlU  at  all  times 
show  the  Operating  Receipts,  Operating  Ex¬ 
penditures,  Reserves,  and  Residual  Receipts 

tar  Project  No. - as  separate  and  distinct 

from  aU  other  projects  under  this  Contract, 
-and  (2)  the  Reserves  and  Residual  Receipts 
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for  this  Project  shall  not  be  used  to  pay 
Operating  Expenditures  of  any  other  Project 
under  this  Contract  nor  shall  the  Reserves 
and  Residual  Receipts  of  such  other  Proj¬ 
ects  be  used  to  pay  Operating  Expenditures 
of  this  Project. 

Chapte"  2.  Project  Development 

2-1.  Preapplication. — a.  The  LHA  shall 
determine  whether  there  is  a  need  for 
housing  assistance  for  low-income  fam¬ 
ilies  withii^  its  operating  jurisdiction. 
Upon  making  such  determination,  the 
LHA  shall  survey  the  housing  market  to 
determine  whether  there  is  a  sufficient 
supply  of  units  that  are  suitable  or  may 
be  made  suitable  to  meet  all  or  part  of 
this  need.  In  determining  the  adequacy 
of  the  housing  supply,  the  LHA  should 
estimate  realistically  the  number  and 
size  (number  of  bedrooms)  of  units  that 
may  be  available,  the  condition  of  such 
units,  and  the  rents  at  which  the  units 
may  be  leasee. 

b.  An  LHA  may  apply  for  a  construc¬ 
tion  for  leasing  project  only  if: 

( 1 )  There  is  not,  and  there  is  not  likely 
soon  to  be,  an  adequate  supply  of  exist¬ 
ing  housing  which,  with  the  aid  of  hous¬ 
ing  assistance  payments  provided  by 
HUD,  can  meet  the  housing  needs  for 
low-income  families;  or 

(2)  New  construction  is  a  necessary 
element  of  a  public  program  of  neigh¬ 
borhood  renewal. 

2-2.  Submission  of  application. — a. 
Application  form.  An  application  for  a 
construction  for  leasing  project  to  be 
submitted  by  the  LHA  to  the  HUD  Area 
Office  shall  be  in  a  form  prescribed  by 
HUD  (see  Appendix  n  for  application 
form)  and  shall: 

(1)  Describe  the  results  of  the  LHA’s 
survey  of  the  housing  market  in  terms 
of  the  number,  size  (number  of  bed¬ 
rooms),  condition,  and  rents  of  units 
which  may  be  available; 

(2)  Substantiate  the  existence  of  one 
or  both  of  the  necessary  conditions  pre¬ 
scribed  in  paragraph  2-lb  for  the  ap¬ 
proval  of  an  application  for  a  construc¬ 
tion  for  leasing  project; 

(3)  Document  the  need  for  housing 
assistance  in  terms  of  family  incomes, 
housing  conditions,  and  rental  payments 
as  proportion  of  income; 

(4)  Indicate  the  type  of  housing  (e.g., 
row,  walkup,  semi-detached,  detached) 
that  is  preferred,  the  bedroom  distribu¬ 
tion  (i.e.,  number  of  one-bedroom  units, 
tw'o-bedroom  units,  etc.)  proposed,  and 
the  number  of  units  (if  any)  to  be  specif¬ 
ically  designed  for  elderly  or  handi¬ 
capped  occupancy; 

(5)  Include  an  estimate  of  LHA  ad¬ 
ministrative  expenses  attributable  to  the 
proposed  project,  including  proposed 
staffing  and  related  salaries,  and  provide 
a  basis  for  all  estimates; 

(6)  Provide  an  estimate  of  the  rea¬ 
sonably  anticipated  average  tenant  rental 
payments  based  on  rents  to  be  charged 
occupant  families  (not  to  exceed  25  per¬ 
cent  of  estimated  adjusted  family  in¬ 
come)  ; 

(7)  Indicate  whether  the  LHA  intends 
to  meet  the  unit  limitation  described 
in  paragraph  l-3k(2) . 


PHA  Form  3166,  Project  SelecUOTi  CM- 
teria  Questionairc,  is  not  required  to  be 
submitted.  (See  paragraph  2-8  for  re¬ 
quired  site  and  neighborhood  standards.) 

Advice  and  assistance  in  the  prepara¬ 
tion  of  the  application  are  available  from 
the  local  HUD  Area  Office. 

b.  Income  limits  and  rent  schedules. 
LHA’s  not  having  previously  approved 
income  limits  and  rent  schedules  must 
submit  income  limits  and  rent  schedules, 
in  accordance  with  RHA  7465.1,  para¬ 
graph  3,  for  approval  with  their  appli¬ 
cations  for  a  construction  for  leasing 
project.  Income  limits  for  the  leasing 
program  may  be  established  so  as  to 
allow  admission  of  all  families  who  can¬ 
not  afford  decent,  safe,  and  sanitary 
dwellings  in  the  locality  without  subsidy. 

Those  LHA’s  that  are  already  operat¬ 
ing  low-rent  housing  may  wish  to  con¬ 
sider  increasing  their  present  income 
limits  generally  as  well  as  establishing 
higher  income  limits  for  the  housing  as¬ 
sistance  payments  program.  Higher  in¬ 
come  limits  are  possible  for  the  construc¬ 
tion  for  leasing  program  because  it  is  not 
subject  to  the  usual  U.S.  Housing  Act  re¬ 
quirement  that  there  be  a  gap  of  at  least 
20  percent  between  the  upper  rental 
limits  for  admission  to  low-rent  public 
housing  and  the  lowest  rents  at  which 
private  enterprise  unaided  by  public  sub¬ 
sidy  is  providing  a  substantial  supply  of 
decent,  safe  and  sanitary  housing. 

It  should  be  emphasized  that  it  is  the 
income  from  tenants  to  be  housed  under 
the  proposed  housing  assistance  pay¬ 
ment  program,  not  necessarily  the  in¬ 
come  limits,  that  is  most  significant  in 
enabling  HUD  to  determine  assistance  re¬ 
quirements  and  project  feasibility.  It  is 
essential,  therefore,  that  the  LHA  make 
accurate  estimates  of  anticipated  family 
income  and  achievable  per  imit  rents  to 
be  paid  by  the  families  expected  to  be 
assisted.  In  making  this  estimate,  the 
LHA  should  utilize  such  information  as 
income,  after  deductions  and  exemptions, 
of  families  on  waiting  lists,  and  rents  be¬ 
ing  paid  by  tenants  in  other  leased  and 
nonleased  units  operated  by  the  LHA,  as 
well  as  incomes  of  families  expected  to  be 
housed  under  the  higher  income  limits 
established  for  the  housing  assistance 
payments  program. 

2-3.  HUD  review  and  approval  of  ap¬ 
plication. — a.  Review  of  application.  The 
HUD  Area  Office  shall  review  the  applica¬ 
tion,  in  accordance  with  the  procedures 
outlined  in  Chapter  3  of  this  Handbook, 
to  determine  that  there  is  need  for  assist¬ 
ance  for  the  number  of  imits  applied 
for;  that  the  necessary  conditions  for  ap¬ 
proval  of  a  new  construction  project  are 
met;  that  the  estimate  of  administrative 
expense  is  realistic;  and  that  the  reason¬ 
ably  anticipated  average  monthly  family 
contribution  will  amount  to  no  less  than 
20  percent  of  the  average  monthly  fair 
market  rent  for  the  project.  If  deemed 
appropriate,  HUD  shall  make  adjust¬ 
ments  in  size  of  program,  bedroom  dis¬ 
tribution,  administrative  expenses  or 
tenant  rents.  Such  adjustments  shall  be 
accepted  by  the  LHA  in  order  to  receive 
application  approval.  In  determining 
whether  or  not  to  approve  an  application. 


HUD  shall  give  priority  to  those  applica¬ 
tions  meeting  the  unit  limitation  de¬ 
scribed  in  paragraph  1-3  k(2) . 

b.  Approval  or  disapproval  of  applica¬ 
tion.  Upon  completion  of  its  review,  HUD 
shall  notify  the  LHA  by  letter  that  the 
application  is  approved,  can  be  approved 
if  required  changes  are  made,  or  is  dis¬ 
approved.  If  an  application  is  disap¬ 
proved,  the  letter  shall  indicate  in  detail 
the  reasons  for  disapproval  of  the  appli¬ 
cation.  If  the  application  is  approved, 
the  prescribed  “Notification  of  Applica¬ 
tion  Approval’’  attached  as  Appendix  HI, 
shall  be  utilized.  The  Notification  shall 
indicate  the  amount  of  annual  contribu¬ 
tions  reserved  for  the  project  and  in¬ 
struct  the  LHA  to  prepare  a  Developer’s 
Packet  (see  paragraph  2-5  below) . 

2-4.  Invitation  for  proposals. — a.  Au¬ 
thorization  to  publish.  Upon  approval  of 
the  Developer’s  Packet  by  Uie  Area  Office, 
the  Area  Office  shall  transmit  to  the  LHA 
an  Invitation  for  Proposals  which  shall 
conform  to  Appendix  IV.  The  LHA  shall 
be  authorized  to  publish  the  Invitation 
for  Proposals  immediately  upon  receipt. 

b.  Publication  of  invitation  for  pro¬ 
posals.  ’The  LHA  shall  publish  the  Invita¬ 
tion  for  Proposals  at  least  weekly  for  two 
consecutive  weeks  in  a  newspaper  of  gen¬ 
eral  circulation  available  within  the  lo¬ 
cality.  The  LHA  is  encouraged  also  to  use 
other  media,  publish  the  Invitation  in 
trade  association  journals,  local  minority 
group  newspapers  and/or  send  copies  of 
the  Invitation  to  active  developers  and 
builders.  ’The  deadline  date  for  receipt  of 
proposals  by  the  LHA  shall  be  no  earlier 
than  28  days  after  the  date  of  the  last 
publication  in  the  newspaper.  Any  pro¬ 
posals  received  after  the  deadline  date 
shall  not  be  accepted  by  the  LHA.  Prior 
to  the  deadline  date  for  receipt  of  pro¬ 
posals,  the  LHA  shall  provide  HUD  with 
two  certified  copies  of  each  published  in¬ 
vitation  and  a  statement  of  other  public¬ 
ity  methods  used.  One  copy  of  the  Invita¬ 
tion  shall  be  available  in  toe  LHA’s  office 
for  public  insjjection. 

c.  Nondisclosure  of  information.  In 
order  to  provide  all  interested  developers 
with  an  equal  opportunity  to  prepare 
proposals,  the  contents  of  the  Invitation 
for  Proposals  or  requirements  to  be  in¬ 
cluded  in  the  Developer’s  Packet  shall  not 
be  disclosed  prior  to  publication. 

2-5.  Preparation  and  contents  of  de¬ 
veloper’s  packet.  ’The  Area  Office  shall 
assist  the  LHA  in  preparing  the  Devel¬ 
oper’s  Packet  and  shall  provide  the  LHA 
with  copies  of  all  HUD  standards,  regu¬ 
lations  and  forms  which  are  to  be  in¬ 
cluded  in  the  Packet.  The  Developer’s 
Packet,  which  shall  be  approved  by  the 
Area  Office,  is  to  be  available  for  <^tri- 
bution  at  the  time  of  the  first  publica¬ 
tion  of  toe  Invitation  for  Proposals.  In 
additlcm  to  a  copy  of  this  Handbook,  the 
Developer’s  Packet  shall : 

a.  Include  the  following  information 
as  to  the  housing  required: 

(1)  The  number  of  units  and  bed¬ 
rooms  per  unit; 

(2)  The  niunber  of  imits  for  elderly 
and  nMi-elderly  occupancy; 

(3)  TTie  fact  that  each  unit  must  in¬ 
clude  a  range  and  refrigerator; 
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(4)  Community  space  requirements; 

(5)  Parking  and  outdoor  recreational 
facilities  required; 

(6)  The  type  of  housing  (row  house, 
elevator  apartment,  detached,  etc.) ; 

(7)  The  preferred  density  of  projects 
and  tsrpe  of  location  desired  with  ref¬ 
erence  to  physical  environment  and  ac¬ 
cessibility  to  public  and  commercial  fa¬ 
cilities  (see  paragraph  2-8) ; 

(8)  The  necessity  to  comply  with  all 
site  selection  and  neighborhood  stand¬ 
ards  set  forth  in  this  Handbook. 

b.  Include  statements  as  to: 

(1)  Initial  term  of  the  Contract,  in¬ 
cluding  any  options  to  renew; 

(2)  The  fact  that  management,  ordi¬ 
nary  and  ertraordinaiy  maintenance, 
utilities  (except  where  paid  directly  by 
tenants) .  taxes,  and  insurance  are  to  be 
the  responsibility  of  the  owner; 

(3)  Maximum  gross  rents  (including 
all  utilities),  ranges  and  refrigerators, 
by  number  of  bedrooms  per  unit,  that 
the  LHA  may  consider; 

(4)  The  fact  that  the  LHA  shall  be 
responsible  only  for  its  portion  of  the 
rent  payable  to  the  owner  and  only  for 
those  units  occupied  by  eligible  families. 

c.  Call  attention  to  and  supply  de¬ 
tailed  Information  concerning: 

(1)  Any  limitation  on  the  number  of 
units  in  a  single  structure  for  which 
housing  assistance  payments  may  be 
made. 

(2)  Applicability  of  “Minimum  Prop¬ 

erty  Standards  for  Multifamily  Housing” 
(FHA  2600)  supplemented,  where  appro¬ 
priate,  by  the  “Minimum  Property 
Standards  for  One  and  Two  Living 
Units”  (FHA  300) ,  and  “Minimum  Prop¬ 
erty  Standards  for  Elderly  with  Special 
ConsideratiOTi  for  the  Handicapped” 
(HUD-PG-46).  These  standards  specify 
minimum  acceptability  and  constitute  a 
floor  for  design  and  planning.  They  do 
not  prohibit  utilizing  higher  standards. 
Proposed  construction  should  also  com¬ 
ply  with  special  requirements  due  to 
local  climatic,  topographic  or  environ¬ 
mental  conditions.  _ 

(3)  Applicability  of  HUD  planning 
and  design  criteria  (contained  in  Chap¬ 
ter  3,  Low-Rent  Housing  Preconstruc- 
tian  Handbook.  HPMC-FHA  7410.8)  for 
accessibility  by  the  physically  handi¬ 
capped. 

(4)  Relocation  requirements  set  forth 
in  appr<H)riate  HUD  issuances. 

(6)  Equal  opportunity  (including 
equal  emplo3nnent  opportimity)  require¬ 
ments. 

(6)  HUD  regulations  Implementing 
the  requirements  of  Section  3  of  the 
Housing  and  Urban  Development  Act  of 
1968  that,  to  the  greatest  extent  feasible, 
opportunities  for  training  and  employ¬ 
ment  be  given  to  lower  income  residents 
of  the  project  area  and  contracts  for 
work  in  connection  with  the  project  be 
awarded  to  business  concerns  which  are 
located  in  or  owned  in  substantial  part 
by  persons  residing  in  the  area  of  the 
project. 

(7)  The  proposed  Contract  between  the 
LHA  and  the  owner  (utilizing  the  pre¬ 
scribed  form  Included  as  Appendix  X) . 


(8)  The  nxunber  of  copies  of  the  pro¬ 
posal  to  be  submitted  to  the  LHA. 

(9)  The  latest  date  by  which  proposals 
must  be  received  by  the  LHA  and  the 
fact  that  there  exists  no  obligation  to 
select  any  of  the  proposals  received. 

2-6.  SubnUasion  of  proposals. — a.  De¬ 
velopers  and/or  owners  shall  be  required 
to  submit  sealed  copies  of  their  complete 
proposals  to  the  LHA,  and  simultane- 
o\isly  submit  copies  to  the  HUD  Area 
OfBce  before  the  published  deadline,  in 
the  number  of  copies  specified  in  the 
Developer’s  Packet.  Submission  of  pro¬ 
posals  shall  be  by  hand  delivery  or  cer¬ 
tified  mail.  Any  proposal  received  by  the 
LHA  after  the  deadline  shall  not  be  ac¬ 
cepted  by  the  LHA  but  shall  be  returned 
\mopened.  No  proposal  shall  be  opened 
by  the  LHA  or  HUD  until  after  the  dead¬ 
line.  To  assure  that  the  Area  Office  has 
received  copies  of  all  proposals,  the  LHA 
shall  advise  the  Area  Office  by  letter  im¬ 
mediately  after  the  deadline  for  receipt 
of  proposals  as  to  the  number  of  pro¬ 
posals  received  and  the  names  of  the 
proposers.  This  letter  shall  provide  no 
comments  as  to  evaluation  or  preference. 

b.  Proposal  documents  shall  be  sealed 
in  an  envelope  or  package  which  shall 
be  clearly  marked  with  a  label  contained 
in  the  Developer’s  Packet.  ’The  label  shall 
be  clearly  and  distinctively  marked  “New 
Construction  for  Leasing  Proposal”  and 
show  the  name  of  the  LHA  and  project 
designation  and  be  addressed  to  the  LHA 
or  HUD.  respectively.  The  label  on  the 
inner  envelope  shall  be  marked  “Sealed 

Proposal — Open  on _ ” 

(date  and  time) 

2-7.  Proposal  contents. — a.  Each  pro¬ 
posal  shall  include  the  following: 

(1)  A  description  of  the  housing  pro¬ 
posed  together  with  preliminary  draw¬ 
ings  and  plans  and  outline  specifications 
on  Form  HUD-5087.  Preliminary  draw¬ 
ings  and  plans,  at  the  scale  of  V4  inch 
equals  one  foot,  shall  include:  Site  lay¬ 
out  based  on  the  topographical  informa¬ 
tion  available  from  existing  records  and 
the  known  subsurface  soil  conditions; 
landscape  plans;  general  floor  plans  and 
imit  plans;  and  elevation  drawings  for 
each  typical  building. 

(2)  A  copy  of  the  site(s)  option  agree- 
ment(s),  contract(s)  of  sale,  or  other 
document (s)  which  evidences  developer’s 
effective  control  of  the  site(s) . 

(3)  A  neighborhood  map  showing  the 
location(s)  of  the  site(s). 

b.  In  addition,  each  proposal  shall  in¬ 
dicate: 

(1)  Who  will  be  the  developer,  the 
builder  and  the  owner /lessor;  the  qualifi¬ 
cations  and  experience  of  each;  the 
names  of  officials  and  princip>al  members, 
shareholders  and  investors,  and  other 
parties  having  substantial  interest,  using 
HUD  Form  2530,  Previous  Participaticm 
Certificate. 

(2)  Evidence  of  management  capa¬ 
bility. 

(3)  The  present  zoning  and  prop)osed 
action  for  rezonlng  if  current  zoning  is 
not  p>ermlssive. 

(4)  The  rents  required  by  unit  size, 

(5)  The  anticipated  time  required  for 


constniction  of  the  improvements  after 
the  Agreement  is  signed. 

(6)  That  there  will  be  compliance  with 
equal  employment  oppxutunity  require¬ 
ments. 

(7)  That  the  developier  and/or  owner 
will,  to  the  greatest  extent  feasible,  com¬ 
ply  with  Section  3  of  the  Housing  and 
Urban  Development  Act  of  1968  and  reg¬ 
ulations  issued  pursuant  thereto  in  re¬ 
gard  to  providing  opportunities  for  train¬ 
ing  and  employment  to  lower  Income 
residents  of  the  project  area,  and  in  re¬ 
gard  to  awarding  contracts  to  business 
concerns  located  in,  or  owned  in  su^tan- 
tial  part  by  residents  of.  the  project  area. 

2-8.  Site  and  neighborhood  stand¬ 
ards. — a.  Proposed  sites  for  construction 
for  leasing  projects  must  be  approved  by 
HUD  as  meeting  the  following  stand¬ 
ards; 

(1)  The  sites  and  neighborhoods  shall 
be  suitable  from  the  standp>oint  of  fa¬ 
cilitating  and  furthering  full  compliance 
with  the  applicable  provisions  of  Title  VI 
of  the  CivU  Rights  Act  of  1964,  Title  vm 
of  the  CivO  Rights  Act  of  1968  (and  of 
Executive  Order  11063  with  respect  to 
creed) ,  and  HUD  regulations  issued  pur¬ 
suant  thereto. 

(2)  The  site  shall  not  be  located  in: 

(a)  An  area  of  minority  concentration 
unless  (i)  sufficient,  comparable  oppor¬ 
tunities  exist  for  housing  for  minority 
families,  in  the  income  range  to  be  served 
by  the  proposed  project,  outside  areas  of 
minority  concentration,  or  (ii)  the  proj¬ 
ect  is  necessary  to  meet  overriding  hous¬ 
ing  needs  which  cannot  otherwise  feasi¬ 
bly  be  met  in  that  housing  market  area. 
(An  “overriding  need”  may  not  serve  as 
the  basis  for  determining  that  a  site  is 
acceptable  if  the  only  reason  the  need 
cannot  otherwise  feasibly  be  met  is  that 
discrimination  on  the  basis  of  race,  color, 
creed  or  national  origin  renders  sites 
outside  areas  of  minority  concentration 
unavailable.) 

(b)  A  racially  mixed  area  if  the  project 
will  cause  a  significant  increase  in  the 
proportion  of  minority  to  non-minority 
residents  in  the  area. 

(3)  The  site  shall  be  free  from  adverse 
environmental  conditions,  natural  or 
manmade,  such  as  instability,  flooding, 
septic  tank  backups,  sewage  hazards,  or 
mudslides;  harmful  air  pollution,  smoke 
or  dust;  excessive  noise,  vibration,  or  ve¬ 
hicular  traffic;  rodent  or  vermin  infesta¬ 
tion;  or  dangerous  fire  hazards.  More¬ 
over,  the  neighborhood  must  be  free  of 
characteristics  seriously  detrimental  to 
family  life;  and  substandard  dwellings  or 
other  undesirable  elements  should  not 
predominate  unless  there  is  actively  in 
progress  a  concerted  program  intended 
to  upgrade  the  neighborhood. 

b.  The  housing  shall  be  accessible  to 
social,  recreational,  educational,  com¬ 
mercial,  mid  health  facilities  and  serv¬ 
ices,  and  other  municipal  facilities  and 
services  that  are  at  least  equivalent  to 
those  t3rpically  found  in  neighborhoods 
consisting  largely  of  unsubsidized,  stand¬ 
ard  housing  of  similar  market  rents. 

c.  Travel  time  and  cost  via  public 
transportation  or  lucivate  aatcanobile 
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from  the  neighborhood  to  employment 
providing  a  range  of  Jobs  for  lower  in¬ 
come  workers  is  reasonable. 

d.  The  developer  may  not  propose  to 
build  on  a  site  which  has  occupants  un¬ 
less  the  potential  owner  of  the  project 
volimtarily  imdertakes  liability  for  and 
provides  for  the  fimding  of  all  relocation 
costs  pursuant  to  HUD-codified  regula- 
tions  dealing  with  relocation  in  the  HUD 
Relocation  Handbook  1371.1,  and  other 
appropriate  HUD  issuances. 

2-9.  Evaluation  of  proposals. — a.  Each 
proposal  received  shall  be  evaluated  on 
the  basis  of  the  following: 

(1)  Site.  Whether  the  site  and  neigh¬ 
borhood  requirements  outlined  in  para¬ 
graph  2-8  are  met. 

(2)  Design  and  construction  quality. 
Whether  applicable  property  standards 
(including  Minimum  Property  Standards 
and  accessibility  by  the  physically  handi¬ 
capped)  will  be  met. 

(3)  Rents  to  owner.  The  reasonable¬ 
ness  of  the  rents  proposed  and  that  the 
gross  rents  do  not  exceed  the  maximum 
gross  rents  prescribed  in  the  Invitation 
for  Proposals. 

(4)  Developer,  builder,  and  owner 
qualifications.  Whether  the  developer, 
builder,  and/or  owner  are  responsible  for 
purposes  of  meeting  all  the  obligations 
of  ^e  prescribed  Agreement. 

b.  HUD  will  provide  the  LHA  with  an 
analysis  of  each  proposal  received  which 
will  Indicate  the  proposal  or  proposals 

‘foimd  approvable. 

c.  The  HUD  analysis  of  all  proposals 
shall  be  held  available  for  public  inspec¬ 
tion  In  the  LHA  office  for  at  least  three 
years  following  the  notification  of  devel¬ 
oper  selection. 

2-10.  Notification  of  developer  selec¬ 
tion.  The  LHA  shall  review  the  HUD 
analyses,  and  may  only  select  a  proposal 
or  proposals  from  among  those  foimd  ap¬ 
provable  by  HUD.  The  LHA  shall  notify 
the  developer (s)  of  his  selection  using 
the  prescribed  form  of  letter  attached 
hereto  as  Appendix  VI.  Upon  selection,  a 
copy  of  the  LHA’s  Notification  together 
with  a  copy  of  the  LHA’s  resolution  se¬ 
lecting  the  developer  shall  be  sent 
promptly  to  the  Area  Office. 

2-11.  Submission  of  architect’s  certi¬ 
fication  and  execution  of  annual  contri¬ 
butions  contract. — a.  The  LHA  letter  of 
notification  shall  advise  the  developer 
that  before  the  LHA  may  enter  into  an 
Agreement,  the  developer  shall  submit 
to  the  LHA  the  architrot’s  certification 
as  required  in  the  prescribed  form  of 
Notification  of  Developer  Selection  (see 
Appendix  VI).  The  LHA  shall  immedi¬ 
ately  transmit  one  copy  of  the  architect’s 
certification  to  the  Area  Office. 

b.  After  receipt  of  the  architect’s  cer¬ 
tification  HUD  shall  prepare  (i)  the 
Agreement,  which  shall  conform  to  the 
prescribed  form  shown  as  Appendix  IX 
of  this  Handbook  and  (li)  the  Annual 
Contributions  Contract.  The  Agreement 
and  the  Annual  Contributions  Contract 
shall  be  transmitted  by  HUD  to  the  LHA 
for  execution  and  return  to  HUD. 

c.  If  the  developer  fails  to  submit  the 
architect’s  certification  by  the  date  speci¬ 
fied  in  the  letter,  the  LHA  shall  rescind 


the  Notification  unless  it  determines  that 
a  reasonable  extension  of  time  should 
be  granted.  A  copy  of  the  letter  of  ex- 
tension  or  recision  shall  be  transmitted 
to  HUD. 

2-12.  Agreement  to  enter  into  housing 
assistance  payments  contract.  As  indi¬ 
cated  by  Appendix  IX.  the  Agreement 
shall  include,  but  not  be  limited  to,  the 
followdng: 

a.  A  description  of  the  property  and 
the  improvements  to  be  constructed. 

b.  The  actual  text  of  the  proposed 
Contract,  complete  in  all  respects  except 
for  execution,  which  shall  specify  the 
amount  of  rent  to  owmer,  and  shall  con¬ 
form  to  the  prescribed  form  as  shown 
as  Appendix  X. 

c.  Construction  initiation  and  comple¬ 
tion  dates. 

d.  EMdence  of  project  completion  as 
set  forth  in  paragraph  2-13  below. 

e.  A  provision  that  the  owmer  may  not: 

(1)  Make  any  sale,  assignment,  con¬ 
veyance  or  transfer  in  any  other  form  of 
his  interests  in  the  Agreement  except: 

(1)  wdth  the  prior  consent  of  the  LHA 
and  HUD;  or 

(ii)  to  a  financial  institution  for  the 
purpose  of  obtaining  financing. 

(2)  Change  to  a  different  developer 
from  the  one  named  in  the  Agreement 
without  prior  consent  of  the  LHA  and 
HUD. 

f.  A  provision  that  the  owner  shall  pro¬ 
vide  for  the  relocation  of  site  occupants 
pursuant  to  38  FR  18262,  dated  July  9, 
1973;  comply  with  the  HUD  equal  op¬ 
portunity  (including  equal  emplosrment 
opportunity)  requirements;  comply  with 
the  requirements  of  Section  3  of  the 
Housing  and  Urban  Development  Act  of 
1968  and  regulations  issued  pursuant 
thereto  in  regard  to  providing  opportu¬ 
nities  for  training  and  employment  to 
lower  income  residents  of  the  project 
area,  and  in  regard  to  awarding  con¬ 
tracts  to  business  concerns  located  in, 
or  owned  in  substantial  part  by  resident^ 
of.  the  project  area;  and  comply  wi£h 
and  be  responsible  for  compliance  with 
all  reqiiirements  relating  to  Affirmative 
Pair  Housing  Marketing  as  contained 
in  HUD  Handbook  8000.4,  and  to  non¬ 
discrimination  as  codified  in  24  CFR, 
Subtitle  A,  Part  1. 

2-13.  Project  Completion. — a.  Comple¬ 
tion  of  the  project  shall  be  evidenced  by 
fimnlshing  the  LHA  with  the  following: 

(1)  A  certificate  of  occupancy  and/or 
other  official  approvals  necessary  for 
occupancy: 

(2)  Separate  certifications  by  a  regis¬ 
tered  architect  and  the  owner  that: 

(a)  There  are  no  defects  or  deficiencies 
in  the  project; 

(b)  All  work  has  been  completed  in  ac¬ 
cordance  wdth  the  requirements  of  the 
Agreement; 

(c)  ’The  project  is  as  good  and  tenant- 
able  condition. 

(3)  A  set  of  “as-built”  drawings. 

b.  The  LHA  shall  notify  HUD  when  the 
project  is  completed.  Upon  receipt  of 
such  notification,  the  Area  Office  Con¬ 
struction  Representative  shall  inspect  the 
project  and  the  evidence  of  completion 
listed  above.  If  he  makes  a  written  de¬ 


termination  that  the  project  has  been 
satisfactorily  completed,  HUD  will  au¬ 
thorize  execution  of  the  Contract. 

2-14.  LHA  reporting  requirements. 
(Reserved). 

2- 15.  Area  office  review  of  contract 
compliance.  No  later  than  6  months  after 
execution  of  the  Housing  Assistance  Pay¬ 
ments  Contract  for  the  project,  the  Area 
Office  shall  review  project  operations  to 
ensure  that  the  owmer  and  ^e  LHA  are 
in  full  compliance  with  the  terms  and 
conditions  of  the  Contract.  Subsequent 
reviews  shall  be  scheduled  as  necessary. 

Chapter  3.  Processing  Procedures 

3- 1.  Organizational  responsibility. — a. 
MultifamUy  housing  representative.  The 
Multifamily  Housing  Representative 
(MHR)  on  the  Program  Management 
Staff  is  the  primary  point  of  contact  in 
the  Area  Office  through  which  the  LHA 
deals  in  obtaining  guidance  and  assist¬ 
ance  wdth  respect  to  the  development  of 
construction  for  leasing  projects  pursu¬ 
ant  to  the  provisions  of  Section  23  of  the 
U.S.  Housing  Act  of  1937. 

b.  Processing  control  and  reports  staff. 
The  Processing  Control  and  Reports  Staff 
(PC&R) ,  imder  the  direction  of  the  Op¬ 
erations  Division  Director  or  his  desig¬ 
nee.  is  responsible  for  recording  and  con¬ 
trolling  all  documents  relating  to  the 
Area  Office  processing. 

3-2.  Transmittal  of  application  form 
and  related  documents  to  the  LHA.  At  the 
direction  of  the  Operations  Division  Di¬ 
rector  or  his  designee,  the  PC&R  Staff 
shall  supply  copies  of  the  following  to 
LHA’s  requesting  application  forms  for  a 
construction  for.  leasing  program,  and 
Indicate  in  the  transmittal  letter  the 
niunber  of  copies  of  each  form  required  to 
be  submitted: 

a.  HPMC-PHA _ ,  Section  23  Con¬ 

struction  for  Leasing  Program  Handbook. 

b.  Form  HUD _ _  Application  for 

Section  23  Housing  Assistance  Payments 
Program. 

c.  Suggested  Form  of  CJeneral  Certifi¬ 
cate  or  Organization  Transcript. 

d.  Form  HUD-52471,  Suggested  Form 
of  Resolution  by  Local  Housing  Authority 
Authorizing  Submission  of  Application 
for  a  Low-Rent  Housing  Program. 

e.  Form  HUD-53051,  Suggested  Form 
of  Resolution  by  Local  Governing  Body 
Approving  Application  of  the  Provisions 
of  Section  23  of  the  United  States  Hous¬ 
ing  Act  of  1937,  as  Amended,  to  a  Local¬ 
ity. 

f.  Form  HUD-53037,  Statement  of 
Local  Authority  as  to  Compliance  Under 
TiUe  VI  of  the  Civil  Rights  Act  of  1964. 

g.  Forms  HUD-9011,  -9012,  -9013, 
-9014,  Transcript  of  Proceedings. 

3-3.  Receipt  of  application.  Upon  re¬ 
ceipt  of  an  application,  the  PC&R  Staff 
shall  record  the  application,  assign  an 
application  number,  assign  an  LHA  num¬ 
ber  (for  new  LHAs)  and  ascertain  that 
the  appropriate  legal  documents  have 
been  submitted  prior  to  accepting  the  ap¬ 
plication  for  processing. 

a.  If  any  of  the  required  documents  are 
not  submitted,  a  letter  informing  the 
LHA  as  to  which  dociunents  are  missing 
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shall  be  prepared  for  the  signature  of 
the  Operations  Division  Director  and 
mailed  to  the  LHA. 

b.  If  the  application  contains  all  re¬ 
quired  documents,  a  letter  shall  be 
mailed  to  the  LHA  acknowledging  receipt 
and  stating  that  the  application  is  ac¬ 
ceptable  for  initial  evaluation. 

3-4,  Review  of  application. — a.  Rout¬ 
ing  of  application  for  review.  The  PC&R 
Staff  shall  distribute  copies  of  each  ap¬ 
plication  accepted  for  initial  evaluation 
to  the  MHR,  Area  Economist,  the  Tech¬ 
nical  Services  Branch,  the  Housing  Man¬ 
agement  and  Equal  Opportimity  Divi¬ 
sions,  and  the  Area  Counsel  for  simulta¬ 
neous  reviews.  All  completed  reviews,  in¬ 
cluding  recommendations  and  comments, 
shall  be  forwarded,  through  the  PC&R 
Staff,  to  the  MHR  within  five  working 
days.  If  a  reviewing  office  is  unable  to 
complete  its  review  within  such  time  pe¬ 
riod,  it  shall  notify  the  MHR,  who  shall 
take  appropriate  action  to  expedite  the 
review. 

b.  The  Multifamily  Housing  Repre¬ 
sentative  shall  review  the  application  for 
consistency  with  program  policies. 

c.  The  Area  Economist  shall  review  the 
application  to  determine  that  there  is  a 
need  for  housing  assistance  for  the  nmn- 
ber  of  units  applied  for;  the  mgency 
of  need,  including  submarket  considera¬ 
tions,  if  appropriate;  that  this  need  can¬ 
not  be  met  through  use  of  the  existing 
housing  stock;  and  that  the  unit-size  and 
elder/non-elderly  distributions  are  ap¬ 
propriate.  The  Area  Elconomist  shall  also 
review  the  income  limits  established  for 
the  locality  to  assure  that  they  are  ade¬ 
quate  to  serve  families  unable  to  afford 
decent,  safe,  and  sanitary  housing  and 
recommend  changes  if  deemed  neces¬ 
sary, 

d.  The  Technical  Services  Branch 
(TSB)  shall  evaluate  the  application  to 
determine  that  there  is  not  an  adequate 
supply  of  imits  in  the  locality(ies)  at 
or  below  the  HUD-established  fair  mar¬ 
ket  rents  for  existing  housing  in  such 
locality  (ies) .  TSB  shall  also  determine 
that  the  correct  fair  market  rents  for 
new  construction  have  been  entered  on 
the  application. 

e.  The  Housing  Management  Division 
shall  review  the  application  with  respect 
to  LHA  capability  to  operate  the  pro¬ 
gram  and  provide  adequate  counseling 
to  eligible  families;  to  determine  the 
adequacy  of  income  limits,  tenant  selec¬ 
tion  policies  and  the  estimates  of  fam¬ 
ily  rentals  and  administrative  expenses; 
and  the  LHA’s  demonstration  of  feasibil¬ 
ity.  If  deemed  necessary.  Housing  Man¬ 
agement  shall  recommend  appropriate 
changes  in  income  limits,  family  rentals, 
tenant  selection  p>olicies,  or  administra¬ 
tive  expenses.  Disapproval  of  the  appli¬ 
cation  shall  be  reconunended  if  feasibil¬ 
ity  is  not  demonstrated. 

f.  The  Equal  Opportunity  Division 
shall  review  the  application  for  compli¬ 
ance  with  Equal  Opportimity  guidelines 
and  requirements. 

g.  The  Area  Counsel  shall  review  the 
LHA  Organization  Transcript,  or  Gen¬ 
eral  Certificate,  and  the  LHA  and  local 


governing  body  resolutions  to  determine 
their  legal  acceptability  and  consistency 
with  State  enabling  legislation. 

3-5.  Approval  of  application. — a.  MHR 
recommendation.  After  resolving  any  dis¬ 
parate  review  comments,  the  MHR  shall 
recommend,  and  obtain  appropriate  con¬ 
currences  to  initiate,  one  of  the  follow¬ 
ing  actions: 

(1)  Approval  of  the  application  as  sub¬ 
mitted.  (When  there  are  more  approv- 
able  appliactions  than  available  annual 
contribution  funds,  the  Area  Office  shall 
establish  priorities  for  processing  to  ACC 
List,  consistent  with  the  provisions  of 
paragi’aph  l-3k  (2) ). 

(2)  Preparation  of  a  letter,  to  be 
signed  by  the  Operations  Division  Direc¬ 
tor,  to  the  LHA  outlining  the  specific 
changes  required  for  approval.  Such  let¬ 
ter  shall  indicate  that  if  the  LHA  adopts 
the  required  changes  and  notifies  HUD 
of  such  action  within  30  days,  the  appli¬ 
cation  will  be  approved  (if  annual  con¬ 
tribution  funds  are  available)  in  accord¬ 
ance  with  the  instructions  in  paragraph 
3-5b  below.  If  the  30-day  time  limit  is 
not  met,  the  application  shall  be  disap¬ 
proved  and  returned  to  the  LHA. 

(3)  Disapproval  of  the  application.  If 
an  application  is  to  be  disapproved,  a  let¬ 
ter  signed  by  the  Area  Director  shall  be 
mailed  to  the  LHA,  returning  the  appli¬ 
cation  and  explaining  in  detail  the  rea¬ 
sons  for  disapproval.  Copies  of  the  dis¬ 
approval  letter  shall  be  forwarded  to 
the  ARA  for  HPMC  and  the  Director, 
Publicly  Financed  Housing  Division, 
HPMC. 

b.  Approval.  If  an  application  is  to  be 
approved,  the  MHR  shall : 

(1)  Calculate  the  amount  of  annual 
contribution  funds  to  be  reserved  using 
the  following  formula; 

(a)  Determine  the  average  per  unit 
annual  contribution  by  multiplying 
twelve  times  the  sum  of  (1)  average  PUM 
fair  market  rent  (from  line  N(7)  of  ap¬ 
plication),  plus  (2)  average  PUM  LHA 
administrative  expense  from  line  L(5)  of 
application,  minus  (3)  average  PUM 
family  rent  (from  line  N(6)  of  appli¬ 
cation). 

(b)  Determine  the  average  annual 
contribution  for  the  project  by  multiply¬ 
ing  the  number  obtained  in  (a)  above  by 
the  number  of  units  in  the  project. 

(2)  After  making  the  calculation  and 
determining  that  sufficient  fimds  are 
available,  initiate  preparation  of  Notifi¬ 
cation  of  Application  Approval  (Appen¬ 
dix  IH)  which  shall: 

(a)  instruct  the  LHA  to  prepare  a  De¬ 
veloper’s  Packet  for  submission  to  HUD; 

(b)  indicate  a  date,  not  to  exceed 
twelve  months,  from  the  date  of  the  No¬ 
tification  of  Application  Approval  by 
which,  if  an  Agreement  is  not  executed, 
the  notice  shall  expire; 

(c)  indicate  the  number  of  units  ap¬ 
proved  for  assistance;  and 

(d)  indicate  the  amount  of  annual 
contributions  reserved  (as  calculated  by 
the  above  formula) . 

(3)  Advise  the  PC&R  Staff  to  prepare 
HUD  Form  416.2,  to  be  transmitted  to 
the  Assistant  Secretary  for  Legislative 


Affairs,  utilizing  the  Magnavox  facsimile 
system.  The  original  HUD  Form  416.2 
shall  also  be  forwarded  “via  air  mail’’  to 
the  Notification  Division,  Office  of  Legis¬ 
lative  Affairs.  Area  Offices  shall  auto¬ 
matically  release  the  approval  after  five 
working  days,  provided  the  Office  of 
Legislative  Affairs  has  not  requested  that 
the  release  be  delayed. 

(4)  Prepare,  following  Congressional 
Clearance,  a  letter  to  the  LHA,  to  be 
signed  by  the  Area  Director,  transmitting 
the  Notification  of  Application  Approval. 

(5)  Advise  the  PC&R  Staff  to  dispatch 
copies  of  the  Notification  of  Application 
Approval  to  the  ARA  for  HPMC  and  the 
Director,  Publicly  Financed  Housing  Di¬ 
vision,  HPMC. 

c.  Approval  of  developer's  packet  and 
preparation  of  invitation  for  proposals. 
Upon  approval  of  the  Developer’s  Packet 
by  the  Operations  Division  Director,  the 
MHR  shall  initiate  preparation  of  an 
Invitation  for  Proposals,  which  shall  con¬ 
form  to  the  prescribed  form  attached 
hereto  as  Appendix  IV,  and  be  trans¬ 
mitted  to  the  LHA  for  immediate  publi¬ 
cation,  together  with  a  copy  of  the  ap¬ 
proved  Developer’s  Packet  and  a  suffi¬ 
cient  supply  of  forms  to  be  included  in 
the  packets. 

3-6.  Receipt  of  proposals  and  area 
office  review. — a.  Submission  of  Pro¬ 
posals.  Developers,  in  response  to  the 
published  LHA  invitation,  will  submit 
sealed  proposals  to  the  LHA  by  hand 
delivery  or  certified  mail,  and  simultane¬ 
ously  submit  copies  to  the  Area  Office. 
Immediately  after  the  deadline  for  re¬ 
ceipt  of  proposals,  the  LHA  will  advise 
the  Area  Office  by  letter  as  to  the  num¬ 
ber  of  proposals  received  and  the  names 
of  the  proposers.  If  the  MHR  finds  a 
discrepancy  between  the  number  of  pro¬ 
posals  and/or  names  of  proposers  indi¬ 
cated  in  the  LHA’s  letter,  he  shall 
prepare,  for  the  signature  of  the  Opera¬ 
tions  Division  Director,  a  letter  to  the 
LHA  requesting  appropriate  clarification 
and  submission  to  the  Area  Office  of  any 
missing  proposals. 

b.  Routing  of  proposals  for  review.  ’The 
PC&R  Staff  shall  record  receipt  of  each 
proposal  received.  However,  the  inner 
envelope,  which  will  be  marked  “Sealed 

Proposal — Open  on _ ’’, 

(date  and  time) 

shall  not  be  opened  until  the  appropriate 
date  and  time.  Upon  notification  from 
the  MHR  that  all  proposals  have  been 
received,  the  PC&R  Staff  shall  institute 
the  “Previous  Participation  Clearance’’ 
procedure  described  in  Circular  7410.10 
for  each  proposal,  and  distribute  copies 
of  each  proposal,  together  with  a  suffi¬ 
cient  niunber  of  Review  Checklists  for 
Construction  for  Leasing  Proposals  (Ap¬ 
pendix  V) ,  to  the  Assistant  Director  for 
Technical  Services  and  the  MHR,  who 
shall  coordinate  reviews  by  the  Housing 
Management  and  Equal  Opportunity 
Divisions.  Each  reviewing  office  shall 
complete  the  section  of  the  Review 
Checklist  assigned  to  it,  signing  the  form 
as  required  in  terms  of  preparation,  re¬ 
view  and  approval  upon  completion  of  its 
review.  Completed  Checklists  shall  be 
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forwarded  to  the  MHR.  For  purposes  of 
determination  of  acceptsMitjr,  bo 
chanfres  in  proposals  shall  be  considered 
after  the  deadline  date  for  receipt  of 
proposals  by  the  LHA. 

c.  The  Assistant  Director  for  TecHui- 
cal  Services  shall  direct  completion  of 
Section  A  of  the  Review  Checklist  for 
each  proposal  with  respect  to : 

( 1 )  Sites,  which  must  meet  the  require¬ 
ments  set  forth  in  paragraph  2-8  of  this 
Handbook. 

(2)  Design  and  quality  of  construc¬ 
tion,  which  must  provide  decent,  safe, 
and  sanitary  housing  and  be  in  compli¬ 
ance  with  the  Invitation  for  PropoMds 
and  Developer’s  Packet. 

(3)  Rents  to  owners,  which  must  be 
reasonable  and  shall  not  exceed  the 
maximum  gross  rents  published  in  the 
Invitation  for  Proposals. 

(4)  Credentials  of  the  builder,  devel¬ 
oper  and/or  owner,  in  terms  of  their 
qualifications  and  experience  to  con¬ 
struct  housing,  and  the  disclosure  of  in¬ 
terest  of  the  builder,  developer  and/or 
owner. 

d.  The  Director  of  the  Housing  Man¬ 
agement  Division  shall  direct  completion 
of  Section  B  of  the  Review  Checklist  for 
each  proposal  with  respect  to  the  man¬ 
agement  capability  of  the  developer/ 
owner. 

e.  The  Director  of  the  Equal  Opportu¬ 
nity  Division  shall  direct  completion  of 
Section  C  of  the  Review  Checklist  for 
each  proposal  with  respect  to  compli¬ 
ance  with  Equal  Opportunity  guidelines 
and  requirements.  He  may  also  comment 
on  other  aspects  of  the  proposal,  such  as 
site,  which  may  be  subject  to  Equal 
Opportunity  considerations. 

f.  The  MultifamHy  Housing  Repre¬ 
sentative  shall  complete  Section  D  of  the 
Review  Checklist  for  each  proposal,  re¬ 
questing  assistance  from  Equal  Oppor¬ 
tunity  if  necessary  for  completion  of 
Section  D  1.  He  shall  reconcile  review 
comments  and  complete  a  single  Review 
Checklist  for  each  proposal,  incorporat¬ 
ing  all  other  review  findings,  and  assign 
a  rank  number  to  each  proposal,  subject 
to  review  by  the  Program  Manager  and 
approval  by  the  Operations  Division  Di¬ 
rector.  Those  proposals  found  otherwise 
acceptable  shall  be  forwarded  to  the 
Assistant  Director  for  Planning  and  Re¬ 
location  (or  other  designated  Ehvinm- 
mental  Clearance  Officer)  for  Environ¬ 
mental  Clearance. 

g.  A  letter  shaU  be  monied  to  the  LHA, 
signed  by  the  Operations  Division  Direc¬ 
tor,  transmitting  a  copy  of  the  completed 
Re^w  Checklist  for  each  proposal  and 
advising  the  LHA  that: 

(1)  It  may  sriect  a  proposal  or  pro¬ 
posals  only  frcm  among  those  proposals 
foimd  approvable  by  HUD; 

<2)  Tl^e  proposals  are  subject  to  En¬ 
vironmental  Clearance  and,  therefore,  a 
developer  shall  not  be  notified  of  selec¬ 
tion  by  the  LHA  until  the  LHA  has  been 
notified  as  to  the  prc^tosals  meeting  En¬ 
vironmental  Clearance  requirements. 

h.  When  environmental  clearance  pro¬ 
cedures  have  been  completed,  a  letter 
Shan  be  mailed  to  the  liiA,  signed  by  the 
Operations  Division  Director,  advising 


the  IHA  of  those  proposals  meeting  En¬ 
vironmental  Clearance  requirements. 

3-7  Preparation  of  ACC  list,  annual 
corartbuitions  contract  and  agreement. — 
a.  Preparation  of  ACC  List.  After  receipt 
of  ihe  architect’s  certification,  the  MHR 


shall  initiate  preparation  of  an  Annual 
Contributions  Contract  List  (Appendix 
VII) .  The  following  is  an  example  of  the 
methodology  to  be  used  to  determine  the 
annual  conWbution  amounts  for  a  hypo¬ 
thetical  50-unit  project: 


(8) 

(») 


EFF 

1  BR 

2  BR 

3BR 

(1) 

Monthly  fair  market  rent _ 

$150 

$170 

$190 

$200 

(2) 

Monthly  LHA  Admin,  expense _ 

$7 

$7 

$7 

$7 

(8) 

Line  (1)+Llne  (2). . . . . 

$157 

$177 

$197 

$207 

(4) 

Av.  Mo.  rent  payable  by  family _ 

$30 

$35 

$50 

$70 

(8) 

Line  (8)— Line  (4).. . . . . 

$127 

$142 

$147 

$137 

(6) 

No.  of  units _ 

10 

15 

20 

5 

(7) 

Max.  total  mo.  contribution  (Line  (5)  x  (6) ) ._ 

$1,270 

$2, 130 

$2,940 

$865 

Total 


50 
$7,  025 


Maximum  total  annual  contribution _  12  x  Line  (7)  =$84. 300 

Average  annual  contribution  per  unit - 1 _  $1,686 


b.  Submission  of  ACC  list  to  Central 
Office.  The  prepared  ACC  List  shall  be 
submitted,  through  the  ARA  for  HPMC, 
to  the  Director,  Publicly  Financed  Hous¬ 
ing  Division,  HPMC.  A  summary  analysis 
of  the  selected  proposal  and  a  completed 
HUD  Form  416.2  shall  accompany  the 
ACC  List  submission.  Upon  approval  of 
the  ACC  List,  a  copy  of  the  List  shall  be 
given  to  the  Area  Counsel  for  prepara¬ 
tion  of  the  Annual  Contribution  CJon- 
tract,  which  shall  include  the  special 
provisions  applicable  to  Section  23  con¬ 
struction  for  leasing  projects  prescribed 
in  Appendix  vm.  At  the  same  time,  the 
Area  Counsel  shall  prepare  the  Agree¬ 
ment,  which  shall  conform  in  all  respects 
to  the  prescribed  form  attached  as 
Appendix  IX. 

c.  Transmittal  to  LHA  of  annual  con¬ 
tributions  contract  and  agreement.  ’The 
Area  Director  shall  sign  a  letter  trans¬ 
mitting  to  the  LHA  the  Annual  Contribu¬ 
tions  Contract  and  the  Agreement  for 
executicm  and  return  to  the  Area  Office. 
The  letter  of  transmittal  shall  indicate: 

(1)  The  number  of  units  approved  and 
the  maximum  rents  that  can  be  paid  to 
owners,  by  unit  size  (number  of  bed¬ 
rooms)  :  and 

(2)  The  amount  of  annual  contribu¬ 
tions  committed. 

Corses  of  the  transmittal  letter  shall 
be  forwarded  to  the  ARA  for  HPMC  and 
the  Director,  Publicly  Financed  Housing 
Division,  HPMC. 

d.  Approval  of  agreement  and  execu¬ 
tion  of  annual  contributions  contract. 
Upon  receipt  of  the  executed  Agreement 
and  Annual  Contributions  Contract  doc¬ 
uments,  they  shall  be  approved  and  ex- 
cuted,  respectively,  by  HUD. 

3-8.  Project  completion.  Upon  receipt 
of  notification  from  the  LHA  that  the 
project  has  been  comt^eted,  the  Assistant 
Director  for  Technical  SCTvlces  shall 
IMXNnptly  schedule  a  visit  to  the  LHA  and 
the  project  by  a  Construction  Represent¬ 
ative  <CR)  and  notify  the  LHA  of  the 
date  of  the  scheduled  visit.  The  CR  shall 
Inspect  the  project  and  evidence  of  com- 
pletkHi  required  by  paragraph  2-13,  and 
complete  a  Constroction  Representa¬ 
tive’s  Field  Report  (HUD-5379) .  ’The  As¬ 
sistant  Director  for  Technical  Stenices 
shall  review  the  CR’s  findings.  If  the 
Assistaht  Director  determines  the  proj¬ 
ect  has  been  satisfactorily  completed,  a 
letter  to  the  LHA  shall  be  prepared,  for 
the  signature  of  the  Area  Director,  au¬ 


thorizing  execution  of  the  Housing  As¬ 
sistance  Payments  Contract. 

3-9.  Approval  of  executed  housing  as¬ 
sistance  payments  contract.  Upon  receipt 
of  the  executed  Housing  Assistance  Pay¬ 
ments  Contract,  it  shall  be  routed  to  the 
Area  Counsel  for  review.  The  Area  Coun¬ 
sel  shall  review  the  project  file  and  the 
Contract  to  determine  whether  the  Con¬ 
tract  is  approvable.  If  the  Area  Counsel 
finds  that  the  Contract  is  approvable,  he 
shall  recommend  approval  by  the  Area 
Director.  If  it  is  not  approvable,  the  Area 
Counsel  shall  prepare  a  letter,  for  the 
signature  of  the  Area  Director,  to  the 
I.HA  advising  it  of  the  changes  necessary 
for  approval. 

3-10.  Arco  office  review  of  contract 
compliance.  No  later  than  6  months 
after  execution  of  the  Housing  Assistance 
Payments  Contract,  the  Operations  Divi¬ 
sion  Director  shall  coordinate,  with  the 
Directors  of  Housing  Management  and 
Equal  Opportunity,  a  review  of  projecrt 
operations  to  determine  whether  the 
owner  and  the  LHA  are  in  full  compli¬ 
ance  with  the  terms  and  (X)ndltions  of 
the  Contract.  Subsequent  reviews  shall  be 
scheduled  as  necessary. 

(Section  7«1)  of  the  Dept,  of  HOT)  Act,  42 
U.8.C.  S535(<1);  Delegation  of  Authority  to 
the  Asst.  Sec.,  36  FR  5006,  March  16, 1971 ) 

Issued  at  Washington,  D.C.,  Novem¬ 
ber  7,  1973. 

Sheldon  B.  Lubab, 
Assistant  Secretary  for  Housing 
Production  and  Mortgage 
Credit — FHA  Commissioner. 

(FR  Doc.73-24012  Filed  11-6-73:8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Highway  Administration 

AVAILABILITY  OF  MAINE  PROPOSED 
ACTION  PLAN 

’Ihe  Maine  Department  of  ’Transporta¬ 
tion  has  submitted  to  the  Federal  High¬ 
way  Administration  of  the  U.S.  Depart¬ 
ment  of  Transportation  a  proposed  Ac¬ 
tion  Plan  as  required  by  Policy  and  Pro¬ 
cedure  Memoiirndum  90-4  issued  on 
June  1,  1973.  The  Action  Plan  outlines 
the  organizational  relationships,  the  as¬ 
signments  of  responsibility,  and  the  pro¬ 
cedures  to  be  used  by  the  State  to  assure 
that  economic,  social,  and  environmental 
effects  are  fully  considered  in  developing 
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highway  projects  and  that  final  decisions 
on  highway  projects  are  made  in  the  best 
overall  public  interest,  taking  into  con¬ 
sideration:  (1)  Needs  for  fast,  safe,  and 
efficient  transportation;  (2)  Public  serv¬ 
ices;  and  (3)  Costs  of  eliminating  or 
minimizing  adverse  effects. 

The  proposed  Action  Plan  is  available 
for  public  review  at  the  following  loca¬ 
tions: 

1.  Project  Schedule  Group,  Maine  Depart¬ 

ment  of  Transportation,  5th  ^^oot.  State 
Office  Building,  Augusta,  Maine  04330. 

2.  Maine  Division  Office — PHWA,  Room  614, 

Federal  Building,  40  Western  Avenue, 
Augusta,  Maine  04330. 


8.FHWA  Regional  Office — Region  1,  4  Nor- 
manskill  Boulevard,  Delmar,  N.Y.  12064. 
4.  UB.  Department  of  Transportation,  Fed¬ 
eral  Highway  Administration,  Environ¬ 
mental  Development  Division,  Nassif 
Building — Room  3246,  400-7th  Street 
SW.,  Washington,  D.C.  20690. 

Comments  from  interested  groups  and 
the  public  on  the  proposed  Action  Plan 
are  invited.  Comments  should  be  sent  to 
the  FHWA  Regional  Office  shown  above 
before  December  15, 1973. 

Issued  on  November  6, 1973. 

Norbert  T.  Tiemann, 

Federal  Highway  Administrator. 

(FR  Doc.73-23954  Filed  ll-8-73;8:46  am) 


Hazardous  Materials  Regulations  Board 
OLIN  CORP.  ET  AL. 

Special  Permits  Issued 

Pursuant  to  Docket  No.  HM-1,  Rulemaking  Procedures  of  the  Hazardous  Ma¬ 
terials  Regulations  Board,  issued  May  22,  1968  (33  FR  8^77),  49  CFR  170,  following 
is  a  list  of  new  DOT  Special  Permits  upon  which  Board  action  was  completed  during 
October  1973: 


Special  Mode  or  modes  o( 

permit  Issued  to— Subject  transportation 

No. 


6727  Olin  Corporation,  Stamford,  Ct.  to  make  limited  shipments  of  certain  oxidizing  ma¬ 
terials  in  authorized  packagings  bearing  labels  slightly  out  of  size. 

6801  Shippers  registered  with  this  Board  to  ship  certain  flammable  liquids  in  a  one  gallon 
glass  bottle  in  a  DOT-12B-6.5  fil)e,rboard  box. 

6811  Sliippers  registered  with  this  Board  tc  ship  notiflammahle  eompres.sed  gases  in  non- 

reflllable,  welded  steel  cylinders  built  in  compliance  with  DOT  Si)ec.  30  with  certain 
exceptions. 

6812  Ohio  Art  Company,  Bi^an,  Ohio  to  slilp  toy  plastic  caps  iwcked  on  laminated  uiumi- 

ntun  foils  in  non-UOT  Specillcation  flberboard  boxes. 

6814  Shippers  registered  with  this  Board  to  ship  sulfuric  acid  of  57.9%  and  62.2%  concentra- 

Uons  in  DOT  Spec.  MC-310,  MC-311  or  MC-312  tank  motor  vehicles. 

6815  Chemagro  (Division  of  Baychem  Corp.)  Kansas  City,  Mo.,  to  ship  certain  organic 

phosphate  compound  mixtures,  liquid  in  a  DOT  Spec.  MC-312  tank  motor  vehicle. 

6816  U.8.  Department  of  Defense  to  ship  a  hybrid  missile  described  as  Re cket  ammunition 

with  explosive  projectile.  ' 

6817  Lox  Equipment  Co.,  Livermore,  Ca,  &  Petrolite  Corp.,  Barnsdall,  Okla.,  to  ship 

liquefied  ethylene  in  proposed  DOT  Spec.  113Cr20W  tank  car. 

6818  American  Smelting  and  Refining  Cc.,  New  York,  New  York,  to  ship  Arsenic  trioxide 

in  DOT  Specification  lOB  wooden  barrels  or  kegs  having  inside  polyethylene  bag  in 
lieu  of  creped  paper  bag. 

6819  Union  Carbide  Corp.,  Bound  Brook,  N.J.,  to  ship  soilium,  metallie  in  a  limited  num¬ 

ber  of  new  non-DOT  8p»H!ification,  single-trip,  20/18  gage  steel  drums. 


Cargo  vessel.  Car¬ 
go-only  aircraft. 

Highway,  Rail. 

Highway,  Rail. 

Cargo  vess»!l, 
Cargo-only  air¬ 
craft,  Highway, 
Rail. 

Cargo-only  air¬ 
craft,  Highway, 
Rail. 

Highway. 

Highway. 

Highway.  Rail. 


Rail. 


Rail. 


Highway. 


|FR  Doc.73-23925  Filed  11-8-73:8:46  am] 


Alan  I.  Roberts, 

Secretary. 


National  Highway  Traffic  Safety 
Administration 

NATIONAL  HIGHWAY  SAFETY  ADVISORY 
COMMITTEE  AD  HOC  TASK  FORCE  ON 
ADJUDICATION 

Notice  of  Public  Meeting 

On  November  16,  1973,  the  National 
Highway  Safety  Advisory  Committee’s 
Ad  Hoc  Task  Force  on  Adjudication  will 
hold  an  open  meeting  at  the  Hotel 
Roosevelt,  45th  and  Madison  Avenue, 
New  York  City. 

The  National  Highway  Safety  Advisory 
Committee  is  composed  of  35  members 
appointed  by  the  President  in  accord¬ 
ance  with  the  Highway  Safety  Act  of 
1966  (23  U.S.C.  401  et  seq.).  The  Com¬ 
mittee  consists  of  representatives  of 
State  and  local  governments.  State  legis¬ 
latures,  public  and  private  interests  con¬ 
tributing  to,  affected  by,  or  concerned 
with  highway  safety,  other  public  and 
private  agencies,  organizations,  and 
groups  demonstrating  an  active  interest 
in  highway  safety,  and  research  sci«i- 


tists  and  other  experts  in  highway  safety. 

The  Advisory  Committee  advises,  con¬ 
sults  with,  and  makes  recommendations 
to  the  Secretary  of  Transportation  cm 
matters  relating  to  the  activities  of  the 
Department  in  the  field  of  highway 
safety.  The  Committee  is  specifically  au¬ 
thorized  (1)  to  review  research  projects 
or  programs,  and  (2)  to  review,  prior  to 
issuance,  standards  proposed  to  be  issued 
by  the  Secretary  luider  the  national 
highway  safety  program. 

The  Ad  Hoc  Task  Force  on  Adjudica¬ 
tion  will  meet  from  1.30  p.m.  to  4:30  p.m. 
at  the  Hotel  Roosevelt  with  the  following 
agenda: 

Orientation  and  Sj/mpoeium  Reports. 
Priority  Problems  for  Future  Task  Force 
Consideration. 

Review  of  Proposed  Highway  Safety  Stand¬ 
ard  (N-7). 

“Traffic  Courts  and  Adjudication  Systems.” 

This  notice  is  given  pursuant  to  sec¬ 
tion  10(a)  (2)  of  Public  Law  92-483,  Fed¬ 


eral  Advisory  Committee  Act  (FACA), 
effective  January  5, 1973. 

Further  information  may  be  obtained 
from  the  Executive  Secretariat,  National 
Highway  Traffic  Safety  Administration, 
Department  of  Transportation,  400  Sev¬ 
enth  Street  SW.,  Washington,  D.C.  20590, 
telephone  202-426-2872. 

Issued  on  November  2,  1973, 

Calvin  Burkhart, 

Executive  Secretary. 

|FR  Doc.73-23963  Filed  11-8-73:8:46  am) 


ATOMIC  ENERGY  COMMISSION 

J  Docket  No.  50-332] 

ALLIED-GULF  NUCLEAR  SERVICES,  ET  AL. 

Notice  of  Hearing 

Allied-Gulf  Nuclear  Services,  Allied 
Chemical  Nuclear  Products  and  Gulf  Oil 
Corporation  are  the  holders  of  Construc¬ 
tion  Permit  No.  CPCSP-4  (the  Construc¬ 
tion  Permit),  issued  by  the  Atomic  En¬ 
ergy  Commission  on  December  18,  1970. 
The  Construction  Permit  authorizes  the 
licensees  to  construct  a  fuel  reprocessing 
plant,  designated  as  the  Barnwell  Fuel 
Reprocessing  Plant,  at  the  licensees’  site 
seven  and  one-half  miles  west  of  the 
town  of  Barnwell,  Barnwell  Coimty, 
South  Carolina.  The  plant  is  designed 
to  process  1,500  metric  tons  of  uranium 
(MTU)  at  an  average  rate  of  5  MTU  per 
day. 

The  facility  is  subject  to  the  provisions 
of  section  B  of  Appendix  D  to  10  CFR 
Part  50,  which  sets  forth  procedures  ap¬ 
plicable  to  review  of  environmental  con¬ 
siderations  for  production  and  utiliza¬ 
tion  facilities  for  which  construction 
permits  or  operating  licenses  were  issued 
in  the  pericid  January  1,  1970  through 
September  9, 1971.  Notice  is  hereby  given 
pursuant  to  the  Atomic  Energy  Act  of 
1954,  as  amended,  and  the  regulations 
in  10  CFR  Part  2,  “Rules  of  Practice,” 
and  Appendix  D  to  10  CFR  Part  50,  "Im¬ 
plementation  of  the  National  Environ¬ 
mental  Policy  Act  of  1969,”  that  a  hear¬ 
ing  will  be  held  in  the  captioned 
proceeding  at  a  time  and  place  to  be  set 
in  the  future  by  an  Atomic  Safety  and 
Licensing  Board  to  consider  and  make 
determinations  on  the  matters  set  forth 
below: 

1.  In  the  event  that  this  proceeding  is 
not  a  contested  proceeding  as  defined  by 
10  CFR  2.4  (n)  of  the  Commission’s  rules 
of  practice,  the  Board  will  without  con¬ 
ducting  a  (le  novo  evaluation  of  the  ap¬ 
plication  determine  whether  the  envi¬ 
ronment  review  conducted  by  the  Com¬ 
mission’s  regulatory  staff  pursuant  to 
Appendix  D  of  10  CFR  Part  50  has  been 
adequate. 

2.  In  the  event  that  this  proceeding  is 
a  contested  proceeding,  the  Board  will 
decide  any  matters  in  controversy  among 
the  parties  within  the  scope  of  Appendix 
D  to  10  CFR  Part  50,  with  regard  to 
whether,  in  accordance  with  the  require¬ 
ments  of  Appendix  D  to  10  CFR  Part  50, 
the  construction  permit  should  be  con¬ 
tinued,  modified,  terminated  or  appropri¬ 
ately  conditioned  to  protect  environ¬ 
mental  values. 
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3.  Regardless  of  whether  the  i»oceed- 
ing  is  contested  or  uncontested,  the 
Board  will,  in  accordance  with  section 
A. 11  of  Appendix  D  of  10  CFR  Part  50: 

(a)  Determine  whether  the  requirements 
of  section  102(21  (C)  and  (D)  of  NEPA 
and  Appendix  D  to  10  CPR  Part  50  of  the 
Commission’s  regulations  have  been  com¬ 
plied  with  in  this  proceeding;  (b)  inde¬ 
pendently  consider  the  final  balance 
among  conflicting  factors  contained  in 
the  record  of  the  proceeding  with  a  view 
toward  determining  the  appropriate  ac¬ 
tion  to  be  taken;  and  (c)  determine, 
after  weighing  the  environmental,  eco¬ 
nomic,  technical  and  o’her  benefits 
against  environmental  costs  and  con¬ 
sidering  available  alternatives,  whether 
the  construction  permit  should  be  con¬ 
tinued,  modified,  terminated  or  appro¬ 
priately  conditioned  to  protect  environ¬ 
mental  values. 

The  hearing  will  be  conducted  by  an 
Atomic  Safety  and  Licensing  Board 
(Board)  which  has  been  designated  by 
the  Chairman  of  the  Atomic  Safety  and 
Licensing  Board  Panel,  con  is  ting  of  Dr. 

A.  Dixon  Callihan,  Dr.  Richard  F.  Cole, 
and  Robert  M.  Lazo,  Esq.  Chairman. 
Dr.  John  R.  Lyman  has  been  designated 
as  a  technicaliy  qualiled  alternate,  and 
John  F.  Wolf,  Esq.,  has  been  designated 
as  an  alternate  qualified  in  the  conduct 
of  administrative  proceedings.  By  De¬ 
cember  10,  1973  any  person  whose  inter¬ 
est  may  be  affected  by  this  proceeding 
may  file  a  petition  for  leave  to  intervene 
with  respect  to  whether,  considering 
those  matters  covered  by  Appendix  D  of 
10  CPR  Part  50,  the  construction  permit 
should  be  continued,  modified,  termi¬ 
nated,  or  appropriately  conditioned  to 
protect  environmental  values.  Requests 
for  a  hearing  and  petitions  for  leave  to 
intervene  shall  be  filed  in  accordance 
with  the  Commission’s  rules  of  practice 
in  10  CPR  Part  2. 

A  petition  for  leave  to  intervene  must 
be  filed  under  oatlvor  affirmation  in  ac¬ 
cordance  with  the  provisions  of  10  CFR 
2.714.  As  required  by  10  CFR  2.714,  a  pe¬ 
tition  for  leave  to  intervene  shall  set 
forth  the  interest  of  the  petitioner  in  the 
proceeding,  how  that  interest  may  be 
affected  by  the  results  of  the  proceeding, 
and  any  other  contentions  of  the  peti¬ 
tioner  including  the  facts  and  reasons 
why  he  should  be  permitted  to  inter¬ 
vene,  with  particular  reference  to  the 
following  factors:  (1)  The  nature  of 
the  petitioner’s  right  imder  the  Act  to 
be  made  a  party  to  the  proceeding;  (2) 
The  nature  and  extent  of  the  petitioner^ 
property,  financial,  or  other  interest  in 
the  proceeding;  and  (3)  The  possible 
effect  of  any  order  which  may  be  entered 
in  the  proceeding  on  the  petitioner’s  in¬ 
terest.  Any  such  petition  shall  be  accom¬ 
panied  by  a  supporting  affidavit  identify¬ 
ing  the  specific  aspect  or  aspects  of  the 
subject  matter  of  the  proceeding  as  to 
which  the  petitioner  wishes  to  intervene 
and  setting  forth  with  particularity  both 
the  facts  pertaining  to  his  interest  and 
the  basis  for  his  contentions  with  regard 
to  each  aspect  on  which  he  desires  to  in¬ 
tervene.  A  petition  that  sets  forth  con¬ 
tentions  relating  only  to  matters  outside 


the  Jurisdiction  of  the  Commission  will 
be  denied. 

A  request  for  a  hearing  or  a  petition 
for  leave  to  intervene  must  be  filed  with 
the  Office  of  the  Secretary  M  the  Com¬ 
mission,  United  States  Atomic  Ehergy 
Commission.  Washington,  D.C.  20545,  At¬ 
tention;  Chief,  Public  Proceedings  Staff, 
or  may  be  delivered  to  the  Commission’s 
PuUic  Document  Room,  1717  H  Street 
NW.,  Washington,  D.C,  not  later  than 
December  10,  1973. 

A  petition  for  leave  to  intervene  which 
is  not  timely  will  not  be  granted  unless 
the  Commission  determines  that  the  pe¬ 
titioner  has  made  a  substantial  showing 
of  good  cause  for  failure  to  file  on  time 
and  after  the  Commission  has  considered 
those  factors  specified  in  10  CJFR  2.714 
(a)(1)  through  (a)(4)  and  2.714(d). 

Any  person  who  does  not  wish  to,  or  is 
not  qualified  to  become  a  party  to  this 
proceeding  concerning  continuation, 
modification,  termination,  or  condition¬ 
ing  the  construction  permit  may  request 
permission  to  make  a  limited  appearance 
pursuant  to  the  provisions  of  10  CFR 
2.715.  A  person  making  a  limited  appear¬ 
ance  may  only  make  an  oral  or  written 
statement  on  the  record,  and  may  not 
participate  in  the  proceeding  in  any 
other  way.  Limited  appearances  will  be 
permitted  at  the  time  of  the  hearing  at 
the  discretion  of  the  Board,  within  such 
limits  and  on  such  conditions  as  may  be 
fixed  by  the  Board.  Persons  desiring  to 
make  a  limited  appearance  are  requested 
to  inform  the  Secretary  of  the  Commis¬ 
sion,  United  States  Atomic  Energy  Com¬ 
mission,  Washington,  D.C.  20545,  not 
later  than  December  10, 1973. 

A  person  permitted  to  make  a  limited 
appearance  does  not  become  a  party,  but 
may  state  his  position  and  raise  ques¬ 
tions  which  he  would  like  to  have  an¬ 
swered  to  the  extent  that  the  questions 
are  within  the  scope  of  the  hearing  as 
specified  in  the  issues  set  out  above. 

An  answer  to  this  notice,  pursuant  to 
the  provisions  of  10  CFR  2.705,  must  be 
filed  by  the  licensees  not  later  than 
November  29.  1973. 

Papers  required  to  be  filed  in  this 
proceeding  may  be  filed  by  mail  or  tele¬ 
gram  addressed  to  the  Secretary  of  the 
CJommission,  United  States  Atomic 
Energy  Commission,  Washington,  D.C. 
20545,  Attention;  Chief,  Public  Proceed¬ 
ings  Staff,  or  may  be  filed  by  delivery  to 
the  Commission’s  Public  Document 
Room,  1717  H  Street  NW.,  Washington, 
D.C.  A  copy  of  the  petition  and/or  re¬ 
quest  should  also  be  sent  to  the  Chief 
Hearing  Counsel,  Office  of  the  General 
Counsel — ^Regulation,  U.S.  Atomic  En¬ 
ergy  Commission,  Washington,  D.C. 
20545,  and  to  Mr.  Rudolf  C.  Ravasz,  P.O. 
Box  647,  Barnwell,  South  Carolina  29812, 
attorney  for  the  applicant. 

In  the  event  that  this  proceeding  is  not 
contested,  the  Board  will  convene  a  pre- 
hearing  conference  of  the  parties  at  a 
time  and  place  to  be  set  by  the  Board. 
It  will  also  set  the  schedule  for  the 
evidentiary  hearings. 

In  the  event  that  this  proceeding  be¬ 
comes  a  contested  proceeding,  the  Board 
will  convene  a  special  prehearing  confer¬ 


ence  of  the  parties  to  the  proceeding  and 
persons  who  have  filed  petitions  for  leave 
to  intervene,  or  their  counsel,  at  a  place 
to  be  set  by  the  Board  for  the  purpose  of 
dealing  with  the  matters  specified  in  10 
CFR  2.7Sla. 

The  Board  will  convene  a  prehearing 
conf^ence  of  the  parties,  or  thpir  coun¬ 
sel.  to  be  held  subsequent  to  any  special 
prehearing  conference  after  discovery 
has  been  completed,  or  within  such  time 
as  may  be  appropriate,  at  a  place  to  be 
set  by  the  Board  for  the  purpose  of  deal¬ 
ing  with  the  matters  specified  in  10  CFR 
2.752. 

Notices  of  the  dates  and  places  of  the 
special  prehearing  conference,  the  pre- 
hearing  conference  and  the  hearing  will 
be  published  in  the  Federal  Register. 

For  further  details  pertinent  to  the 
matters  under  consideration,  see  the  li¬ 
censees’  Environmental  Report  dated 
November  5,  1971.  as  supplemented 
November  20.  1972,  and  the  draft  en¬ 
vironmental  statement  issued  in  Janu¬ 
ary  1973,  which  are  available  for  public 
inspection  at  the  Commission’s  Public 
Document  Room,  1717  H  Street  NW.. 
Washington,  D.C.,  between  the  hours  of 
8;  30  a.m.  and  5  p.m.  Monday  through 
Friday,  and  at  the  office  of  T.  S.  Richard¬ 
son,  Chairman,  Board  of  Commissioners, 
P.O.  Box  443,  Barnwell,  South  Carolina. 
The  final  environmental  statement,  upon 
issuance,  also  will  be  available  for  public 
inspection  at  the  above  locations.  Copies 
of  the  final  environmental  statement  may 
be  obtained  when  it  becomes  available  by 
request  to  the  Deputy  Director  for  Fuels 
and  Materials,  Directorate  of  Licensing, 
Regulation,  U.S.  Atomic  Energy  Com¬ 
mission,  Washington,  D.C.  20545. 

With  respect  to  this  proceeding,  pursu¬ 
ant  to  10  CFR  2.'785  an  Atomic  Safety 
and  Licensing  Appeal  Board  will  exercise 
the  authority  and  the  review  function 
which  would  otherwise  be  exercised  and 
performed  toy  the  Commission.  Notice  as 
to  membership  of  the  Appeal  Board  will 
be  published  in  the  Federal  Register. 

Dated  at  Germantown,  Maryland  this 
29th  day  of  October  1973. 

United  States  Atomic 
Energy  Commission, 

Paul  C.  Bender. 

Secretary  of  the  Commission. 

[FR  Doc.73-23877  Filed  ll-8-73;8:45  amj 


[Lioenae  No.  12-1502S-02E1 

BRK  ELECTRONICS 

Notice  of  Issuance  of  Byproduct  Material 
License 

Please  take  notice  that  the  Atomic  En¬ 
ergy  Ck>inmission  has,  pursuant  to  10 
CFR  32.26,  issued  License  No.  12-15023- 
02E  to  BRK  Electronics.  525  Rathbone 
Avenue.  Aurwa,  Illinois  60538.  which  au¬ 
thorizes  the  distribution  of  Models 
SS718SS.  SS74A,  SS711M.  SS714SG, 
SS728AC.  SS728ACS,  SS729AC, 
SS729ACS.  SS729ACS-12V,  SS69H, 
SS69HL.  SS716DCM.  SS69C,  and 
SS717CU  fire  detectors,  to  persons  ex¬ 
empt  from  the  requirements  for  a  license 
pursuant  to  10  CFR  30.20. 
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1.  The  devices  are  designed  to  detect 
incipient  fires  by  responding  to  the  prod¬ 
ucts  of  combustion  produced  by  thermal 
decomposition  of  building  materials  or 
contents  prior  to  the  appearance  of  visi¬ 
ble  smoke,  fiame,  or  appreciable  heat. 
The  sensitive  element  of  the  detector  is 
an  ionization  chamber  in  which  air  fioat- 
ing  into  the  chamber  is  made  conductive 
by  alpha  particles  emitted  by  americium 
241. 

2.  The  byproduct  material  incorpo¬ 
rated  in  the  detector  is  americium  in  the 
oxide  form  contained  in  foils  manufac¬ 
tured  by  Nuclear  Radiation  Develop¬ 
ments  (Model  A-OOl).  The  nominal  ac¬ 
tivity  contained  In  the  unit  is  2.5  micro- 
curies. 

3.  Each  exempt  unit  will  have  a  label 
identifying  the  manufacturer  (BRK 
Electronics)  and  the  byproduct  material 
(americium  241)  contained  in  the  unit 
and  recommending  that  the  unit  be  re¬ 
turned  to  BRK  Electronics  for  repair  or 
disposaL 

A  copy  of  the  license  and  a  safety  eval¬ 
uation  containing  additional  informa¬ 
tion,  prepared  by  the  Directorate  of  li¬ 
censing,  are  available  for  public  inspec¬ 
tion  at  the  Commi-sion’s  Public  Docu¬ 
ment  Room  at  P717  H  Street  NW.,  Wash¬ 
ington,  D.C. 

Dated  at  Bethesda,  Maryland,  Novem¬ 
ber  2,  1973. 

For  the  Atomic  Energy  Commission. 

James  C.  Malabo, 

Chief,  Materials  Branch, 
Directorate  of  Licensing. 

(FR  Doc.  73-23878  PUed  ll-8-73;8:45  am] 


(Docket  Nos.  50-387,  50-388] 

PENNSYLVANIA  POWER  &  LIGHT  CO. 

Notice  of  Availability  of  Initial  Decision  of 
the  Atomic  Safety  and  Licensing  Board 
and  Issuance  of  Construction  Permits 

Pursuant  to  the  National  Environ¬ 
mental  Policy  Act  of  1969  and  the  United 
States  Atomic  Energy  Commission’s  reg¬ 
ulation  in  Appendix  D,  section  A.9  and 
A.ll,  to  10  CFR  Part  50,  notice  is  hereby 
given  that  an  initial  decision,  dated  Oc¬ 
tober  29,  1973,  by  the  Atomic  Safety  and 
Licensing  Board  in  the  above  captioned 
proceeding  authorizing  issuance  of  con¬ 
struction  permits  to  the  Pennsylvania 
Power  &  Light  Company  for  construction 
of  the  Susquehanna  Steam  Electric  Sta¬ 
tion,  Units  1  &  2,  located  in  Salem  Town¬ 
ship,  Luzerne  County,  Pennsylvania,  is 
available  for  inspection  by  the  public  in 
the  Commission’s  Public  Document  Room 
at  1717  H  Street  NW.,  Washington,  D.C. 
and  in  the  Osterhout  Free  Library,  71 
South  Franklin  Street,  Wilkes-Barre, 
Pennsylvania  18701. 

The  initial  decision  is  also  being  made 
available  at  the  Office  of  Radiological 
Health,  Department  of  Environmental 
Resources,  5th  Floor  Fulton  Building,  3rd 
&  Locust  Street.  Harrisburg,  Pennsyl¬ 
vania  17120. 

Based  upon  the  record  developed  in 
the  public  hearing  in  the  above-cap¬ 
tioned  matter,  the  Initial  Decision  modi¬ 


fied  in  certain  aspects  the  contents  of  the 
Final  Environmental  Statement  relating 
to  the  construction  of  the  Susquehanna 
Steam  Electric  Station,  prepared  by  the 
the  Commission’s  Directorate  of  Licens¬ 
ing.  Pursuant  to  the  provisions  of  10  CFR 
Part  50,  Appendix  D,  section  A.ll,  the 
Pinal  Environmental  Statement  is 
deemed  modified  to  the  extent  that  the 
findings  and  conclusions  relating  to  en¬ 
vironmental  matters  contained  in  the 
initial  decision  are  different  from  those 
contained  in  the  Pinal  Environmental 
Statement,  dated  June  1973.  As  required 
by  section  A.ll  of  Appendix  D,  a  copy  of 
the  initial  decision,  which  modifies  the 
Pinal  Environmental  Statement,  has 
been  transmitted  to  the  Council  on  En¬ 
vironmental  Quality  and  made  available 
to  the  public  as  noted  herein. 

Pursuant  to  the  above-mentioned  ini¬ 
tial  decision,  the  Atomic  Energy  Com¬ 
mission  (the  Commission)  has  issued 
Construction  Permits  Nos.  CPPR-101 
and  CPPR-102  to  the  Pennsylvania 
Power  &  Light  Company  for  construction 
of  two  boiling  water  nuclear  reactors, 
known  as  the  Susquehanna  Steam  Elec¬ 
tric  Station,  Units  1  and  2,  each  designed 
for  a  rated  power  of  approximately  3,293 
megawatts  thermal  with  a  net  elec¬ 
trical  output  of  approximately  1,078 
megawatts. 

The  Commission  has  made  appropri¬ 
ate  findings  as  required  by  the  Atomic 
Energy  Act  of  1954,  as  amended  (the 
Act),  and  the  Commission’s  rules  and 
regulations  in  10  cm  Chapter  I,  which 
are  set  forth  in  the  construction  permits. 
The  application  for  the  construction 
permits  complies  with  the  standards  and 
requirements  of  the  Act  and  the  Com¬ 
mission’s  rules  and  regulations. 

The  construction  permits  are  effective 
as  of  their  date  of  issuance.  The  earliest 
date  for  the  completion  of  Unit  1  is 
March  1,  1979,  and  the  latest  date  for 
completion  is  March  1,  1981.  The  earliest 
date  for  the  completion  of  Unit  2  is  Sep¬ 
tember  1,  1980,  and  latest  date  for  com¬ 
pletion  is  September  1, 1982.  ’The  permits 
shall  expire  on  the  latest  date  for  com¬ 
pletion  of  that  Unit. 

In  addition  to  the  initial  decision, 
copies  of  (1)  Construction  Permits 
CPPR-101  and  CPPR-102:  (2)  the  re¬ 
port  of  the  Advisory  Committee  on  Re¬ 
actor  Safeguards,  dated  April  13,  1972; 
(3)  the  Directorate  of  Licensing’s  Safety 
Evaluation  dated  March  17,  1972;  (4) 
Supplement  Number  1  to  the  Safety 
Evaluation,  dated  February  1973;  (5) 
Supplement  Number  2  to  the  Safety 
Evaluation,  dated  October  12,  1973;  (6) 
the  Preliminary  Safety  Analysis  Report 
and  amendments  thereto;  (7)  the  appli¬ 
cant’s  Environmental  Report,  Revised, 
dated  July  1972  and  supplements  there¬ 
to;  (8)  the  Draft  Environmental  State¬ 
ment  dated  January  1973;  and  (9)  the 
Pinal  Environmental  Statement  dated 
June  1973,  are  also  available  for  public 
Inspection  at  the  above-designated  lo¬ 
cations  in  Washington,  D.C.  and  Wilkes- 
Barre,  Pennsylvania.  Single  copies  of  the 
initial  decision  by  the  Atomic  Safety  and 
Licensing  Board,  the  construction  per¬ 
mits,  the  Final  Environmental  State¬ 


ment,  and  the  Safety  Evaluation  may  be 
obtained  upon  request  addressed  to  the 
U.S.  Atomic  Energy  Commission,  Wash¬ 
ington,  D.C.  20545,  Attention:  Deputy 
Director  for  Reactor  Projects,  Director¬ 
ate  of  Licensing,  Regulation. 

Dated  at  Bethesda,  Maryland,  this  1st 
day  of  November  1973. 

For  the  Atcwnic  Energy  Commission. 

Walter  A.  Paulson, 
Acting  Chief,  Boiling  Water 
Reactors,  Branch  1  Director¬ 
ate  of  Licensing. 

[PR  Doc.73-23879  Filed  11-8-73:8:45  am] 
[Docket  No.  50-432] 

MITSUBISHI  INTERNATIONAL  CORP. 

Issuance  of  Facility  Export  License 

Please  take  notice  that  no  request  for 
a  hearing  or  a  petition  for  leave  to  inter¬ 
vene  having  been  filed  following  publica¬ 
tion  of  notice  of  proposed  action  in  the 
Federal  Register  on  May  29.  1973  (38 
FR  14120) ,  and  the  Atomic  Energy  Com¬ 
mission  having  found  that: 

(a)  The  application  filed  by  Mitsubishi 
International  Corporation,  Docket  No. 
50-432,  complies  with  the  requirements 
of  the  Act,  and  the  Commission’s  regu¬ 
lations  set  forth  in  Title  10,  Chapter  I, 
Code  of  Federal  Regulations,  and 

(b)  The  reactor  proposed  to  be  ex¬ 
ported  is  a  utilization  facility  as  defined 
in  said  Act  and  regulations, 

the  Commission  has  issued  License  No. 
XR-93  to  Mitsubishi  International  Cor¬ 
poration,  authorizing  the  export  of  a 
pressurized  water  reactor  with  a  thermal 
power  level  of  1,650  megawatts  to  the 
Shikoku  Electric  Power  Co.,  Ltd.,  Taka- 
matsu-Shi,  Japan. 

The  export  of  the  reactor  to  Japan  is 
within  the  purview  of  the  present  Agree¬ 
ment  for  Cooperation  Between  the  Gov¬ 
ernment  of  the  United  States  of  America 
and  the  Government  of  Japan  Concern¬ 
ing  Civil  Uses  of  Atomic  Energy. 

Dated  at  Bethesda,  Maryland,  this  3d 
day  of  November  1973. 

For  the  Atomic  Energy  Conunission. 

S.  H.  Smiley, 

Deputy  Director  for  Fuels  and 
Materials,  Directorate  of  Li¬ 
censing. 

[FR  Doc.73-23943  FUed  11-8-73; 8: 46  am] 

[Docket  Nos.  STN  50-454—50-457] 

COMMONWEALTH  EDISON  CO. 

Notice  of  Receipt  of  Application  for  Con¬ 
struction  Permits  and  Facility  Licenses 
and  Avaiiabiiity  of  Applicant’s  Environ¬ 
mental  Reports;  Time  for  Submission  of 
Views  on  Antitrust  Matters 

Commonwealth  Edison  Company,  pur¬ 
suant  to  section  103  of  the  Atomic  Energy 
Act  of  1954,  as  amended,  has  filed  an 
application  which  was  docketed  on  Sep¬ 
tember  20. 1973,  for  authorization  to  con¬ 
struct  and  operate  four  pressurized  water 
nuclear  power  reactors  at  its  Byron  and 
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Brsddwood  sites.  The  application  was  ten¬ 
dered  on  February  28,  1973.  Following  a 
preliminary  review  for  completeness,  the 
application  was  rejected  on  April  11,, 
1973,  for  lack  of  sufficient  information. 
The  applicant  submitted  additional  in¬ 
formation  on  May  21,  1973.  The  Prelimi¬ 
nary  Safety  Analysis  Report  was  found 
to  be  acceptable  for  docketing;  however, 
the  Environmental  Report  w'as  not  ac¬ 
ceptable.  On  August  16,  1973,  the  appli¬ 
cant  ffled  additional  environmental 
material,  and  the  application  was  found 
to  be  acceptable  for  docketing.  This  ap¬ 
plication  has  been  docketed  imder  one  of 
the  options  of  the  Commission’s  stand¬ 
ardization  policy  for  nuclear  power 
plants.  The  applicable  option  involves  a 
limited  number  of  duplicate  plants  to  be 
constructed  within  a  limited  time  span 
by  a  utility  or  a  group  of  utilities.  Docket 
Nos.  STN  50-454  and  STN  50-455  for 
Units  1  and  2,  respectively,  at  the  Byron 
site,  and  STN  50-456  and  STN  50-457  for 
Units  1  and  2,  respectively,  at  the  Braid- 
wood  site  have  been  assigned  to  this 
application  and  should  be  referenced  in 
any  correspondence  relating  to  it. 

The  Byron  site  is  located  on  a  rectan¬ 
gular  shaped  site  about  two  miles  east  of 
the  Rock  River  and  approximately  three 
miles  southwest  of  Byron  in  Ogle  County, 
north  central  Dlinois.  The  Braidwood  site 
is  located  in  north  central  Illinois,  near 
the  town  of  Braidwood,  in  Will  Coimty, 
approximately  60  miles  southwest  of  Chi¬ 
cago  and  24  miles  southwest  of  Joliet. 

Each  of  the  proposed  nuclear  tmits, 
designated  by  the  applicant  as  the  Byron 
Station,  Units  1  and  2,  and  the  Braid¬ 
wood  Station,  Units  1  and  2,  are  designed 
for  initial  operation  at  approxima^ly 
3425  megawatts  thermal  with  a  net  elec¬ 
trical  output  of  approximately  1,120 
megawatts. 

A  notice  of  hearing  with  opportvmity 
for  public  participation  is  being  pub¬ 
lished  separately. 

Any  person  who  wishes  to  have  his 
views  on  the  antitrust  matters  of  the 
application  presented  to  the  Attorney 
Gieneral  for  consideration  should  submit 
such  views  to  the  U.S.  Atomic  Ekiergy 
Commission,  Washington,  D.C.  20545,  At¬ 
tention;  Chief,  Office  of  Antitrxist  and 
Indemnity,  Directorate  of  Licensing,  on 
or  before  December  26,  1973.  The  request 
should  be  filed  in  connection  with  Docket 
Nos.  STN  50-454-A,  STN  50-455-A,  STN 
50_456-A,  and  STN  50-457-A. 

A  copy  of  the  application  is  available 
for  public  inspection  at  the  Commission’s 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  D.C.  20545,  at  the 
Byron  Public  Library,  3rd  and  Washing¬ 
ton  Streets,  Byron,  Illinois  61010,  and  at 
the  Wilmington  Township  Public  Library, 
201  South  Kankakee  Street,  Wilmington, 
Illinois  60481. 

Commonwealth  Edison  has  also  filed, 
pursuant  to  the  National  Environmental 
Policy  Act  of  1969  and  the  regulations 
of  the  Commission  in  Appendix  D  to  10 
CFR  Part  50,  separate  Environmental 
Reports  for  the  Byron  and  Braidwood 
Stations.  ’The  reports,  which  discuss  en¬ 
vironmental  considerations  related  to  the 
proposed  construction  of  the  Byron  and 


Braidwood  Stations  have  been  made 
available  for  public  inspection  at  the 
aforementioned  locations,  and  are  also 
being  made  available  at  the  Northeastern 
Illinois  Planning  Commission,  400  W. 
Madison  Street,  Chicago,  Illinois,  at  the 
Office  of  Planning  and  Analysis,  Execu¬ 
tive  Office  of  the  Governor,  Room  614, 
State  Office  Building,  Springfield,  Illi¬ 
nois  62706,  and  at  the  Kankakee  County 
Regional  Planning  Commission,  291  S. 
Harrison,  Kankakee,  Illinois  60901. 

After  the  Environmental  Reports  have 
been  analyzed  by  the  Commission’s  Di¬ 
rector  of  Regulation  or  his  designee, 
draft  environmental  statements  related 
to  the  proposed  action  will  be  prepared 
by  the  Commission.  Upon  preparation  of 
the  draft  environmental  statements,  the 
Commission  will,  among  other  things, 
cause  to  be  published  in  the  Federal 
Register  a  siunmary  notice  of  availabil¬ 
ity  of  the  draft  statements.  The  sum¬ 
mary  notice  will  request  comments  from 
Interested  person?^  on  the  proposed  ac¬ 
tion  and  on  the  draft  statements.  The 
summary  notice  will  also  contain  a  state¬ 
ment  to  the  effect  that  comments  of  Fed¬ 
eral  agencies  and  State  and  local  offi¬ 
cials  thereon  will  be  made  available  when 
received.  Upon  consideration  of  com¬ 
ments  submitted  with  respect  to  the 
draft  environmental  statement,  the  Reg¬ 
ulatory  staff  will  prepare  final  environ¬ 
mental  statements,  the  availability  of 
which  will  be  published  in  the  Federal 
Register. 

Dated  at  Bethesda,  Maryland,  this  11th 
day  of  October  1973. 

For  the  Atomic  Energy  Commission. 

Karl  R.  Goller, 
Chief,  Pressurized  Water  Re¬ 
actors  Branch  No.  3,  Direc¬ 
torate  of  Licensing, 

(PR  Doc.73-22742  Filed  10-25-73:8:45  am) 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  25845  Agreement  Nos.  16874-A35, 
12075-A4;  Order  No.  73-11-7) 

AIR  TRAFFIC  CONFERENCE  OF  AMERICA 

Order  Deferring  Action  and  Requesting 
Comments 

The  Air  'Traffic  Conference  of  America 
(ATC) ,  on  behalf  of  its  air  carrier  mem¬ 
bers,  has  filed  with  the  Board  under  sec¬ 
tion  412  of  the  Federal  Aviation  Act  of 
1958,  as  amended  (the  Act)  two  agree¬ 
ments  which  appear  to  change  the  ATC 
requirements  applicable  to  the  manda¬ 
tory  safeguard  of  ticket  stock  by  travel 
agents.^ 

The  first  agreement  (CAB  16874-A35) 
amends  Resolution  80.1  of  the  Standard 
Agents’  Ticket  and  Area  Settlement  Plan 
by  adding  a  new  paragraph  17(a)  to 
Resolution  80.15  which  would  make  com¬ 
pliance  with  the  minimum  safeguards 
for  the  protection  of  ticket  stock  con- 


^  The  present  mandatory  safeguards  are  set 
forth  in  Schedule  B  (a  copy  of  which  is  at¬ 
tached  hereto  as  Appendix  A)  of  the  Sales 
Agency  Agreement.  The  two  new  agreements 
discussed  herein  will,  by  their  terms,  become 
effective  only  upon  approval  by  the  Board. 


tained  in  Scheduled  B  of  the  Sales 
Agency  Agreement  a  contractual  obliga¬ 
tion  imder  the  agreement  for  all  agents, 
and  further  provides  that  a  failure  to 
comply  with  such  safeguards  would  c<m- 
stitute  a  breach  of  the  Sales  Agency 
Agreement,  reviewable  by  a  compliance 
panel.  In  other  words,  under  the  present 
Sales  Agency  Agreement  compliance 
with  the  minimum  safeguards  is  a 
threshold  requirement  for  new  appli¬ 
cants  seeking  ATC  agency  approval  but 
is  only  a  recommended  practice  as  to 
existing  agents.  The  proponents  of  the 
amendment  claim  that  the  requirement 
that  all  agents  adhere  to  these  safe¬ 
guards  will  result  in  complete  agency 
compliance  and,  consequently,  relieve  all 
agents  from  liability  for  losses  occasioned 
through  the  theft  of  any  ticket  stock.® 
The  second  agreement  (CAB  12075- 
A4)  amends  Resolution  80.80  (Inspection 
of  Agents’  Records  by  Enforcement  Of¬ 
fice),  by  adding  a  provision  to  para¬ 
graph  B  whereby  a  formal  complaint  can 
be  lodged  against  an  agent  for  failure  to 
comply  with  the  minimum  safeguards  for 
the  protection  of  airline  ticket  stock, 
MCO’s,  identification  plates  and  other 
Standard  ticket  forms.  This  is  a  new  pro¬ 
vision  which  will  provide  the  enforce¬ 
ment  procedures  to  insure  adherence  to 
the  atove  amendment. 

Upon  consideration  of  the  significance 
of  these  agreements,  we  have  decided  to 
defer  action  to  allow  an  opportunity  for 
air  carriers,  agents,  and  other  interested 
persons  to  file  written  comments  in  sup¬ 
port  of  or  in  opposition  to  approval  of  the 
proposed  amendments.* 

Acting  pursuant  to  authority  duly  dele¬ 
gated  by  the  Board  in  the  Board’s  Regu¬ 
lations,  14  CFR  385.3,  it  is  concluded  that 
it  is  in  the  public  interest  to  defer  action 
on  those  provisions  of  Agreements  CAB 
16874-A33  and  CAB  12075-A4  discussed 
herein  in  order  to  permit  interested  per¬ 
sons  to  file  comments  as  provided  for 
herein. 

Accordingly,  it  is  ordered.  That: 

1.  Action  on  Agreements  CAB  16874- 
A35  and  CAB  12075-A4,  as  discussed 
herein,  be  and  it  hereby  is  deferred; 

2.  All  interested  persons  are  afforded  a 
period  of  21  days  from  the  date  of  service 
of  this  order  to  file  comments  in  support 
of  or  in  opposition  to  approval  of  these 
agreements; 

3.  This  order  shall  be  served  upon  the 
Air  Traffic  Conference  of  America  and 
each  air  carrier  member  thereof;  the 
American  Society  of  Travel  Agents  and 
the  Association  of  Retail  Travel  Agents. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order  pursuant  to  the 


‘Paragraph  18  of  Resolution  80.15  of  the 
Trade  Practice  Manual  (TPM),  relieves 
agents  from  such  liabUity  under  condition 
that  the  agent  adhere  to  these  minimum 
safeguards  of  this  ticket  stock. 

‘These  agreements  were  filed  before  adop¬ 
tion  of  PR  138,  September  28,  1973,  which  in 
effect  added  such  agreements  to  the  docu¬ 
ments  covered  by  the  rules  in  14  CFR  302 
governing  the  filing  of  applications  and 
responses  thereto.  Consequently,  these  agree¬ 
ments  will  not  be  subject  to  those  procedural 
xules. 
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Board’s  Regvilatiom:,  14  CFR  385.30,  may 
file  such  petitions  within  ten  days  after 
the  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be¬ 
come  the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above 
period  unless  within  such  period  a  peti¬ 
tion  for  review  thereof  is  filed,  or  the 
Board  gives  notice  that  it  will  review  this 
order  on  its  own  motion. 

This  order  shall  be  published  in  the 

Federal  Register. 

Issued  under  delegated  authority  No- 
'  vember  1, 1973. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

Appendix  A 

MINIMUM  SAFEGUARDS  TO  PROTECT  AIR  LINE 

TICKET  STOCK,  MCO’S  IDENTIFICATION  PLATES 

AND  OTHER  STANDARD  TICKET  FORMS 

1.  No  agency  location  shall  maintain  more 
than  an  estimated  three-months  supply  of 
airline  ticket  ctock  at  any  one  time.  Orders 
for  additional  standard  ticket  stock  must 
take  the  current  Inventory  into  account  to 
preclude  the  build-up  of  excessive  Inventory. 

2.  The  bulk  supply  of  tickets  or  MCO’s  shall 
be  maintained  in  a  bank  safe  deposit  box  or 
equivalent  off-premlsss  security  facility.  A 
two-day  working  supply,  mathematically 
computed  on  the  basis  of  the  last  six  (G) 
reporting  periods,  may  b-^  maintained  on  the 
premises  of  an  agency.  The  on-premises  work¬ 
ing  supply  shall  be  locked  in  a  steel  container 
or  safe  during  periods  when  the  office  is 
closed. 

3.  Where  it  is  impossible  or  impracticable 
to  obtain  the  off -premises  storage  set  forth 
in  the  first  sentence  of  2  above,  a  safe  or 
vault  must  be  used  which  meets  the  approval 
of  the  Underwriter  Laboratories  sponsored 
by  the  National  Board  of  Underwriters.  Such 
safe/vaults  must  contain  separate  compart¬ 


ments  with  locks,  weigh  at  least  400  pounds 
net,  and  carry  A.  B.  or  C  classifications,  and 
must  be  secured  or  bolted  to  preclude  move¬ 
ment  within  or  quick  removal  friHn  the 
premises. 

4.  VaUdatm*  plates  must  be  stored  in  locked 
compartments  separate  and  apart  from  the 
safeguards  provided  for  the  storage  of  ticket 
stock,  (ie.  s^arate  compartments  of  3  above 
or  separate  locked  steel  con  tail  er) . 

5.  All  means  of  access  to  the  office (s)  must 
have  locks  which  must  be  secured  when  the 
office  (s)  is/are  not  manned  by  agency  per- 
sonneL 

(FR  Doc.73-23956  Filed  ll-S-73;8;46  amj 


[Docket  Nos.  25583,  25603] 

RONSON  CORP.  AND  RONSON 
HELICOPTERS,  INC. 

Acquisition  by  Liquigas  S.p.a.  Et  Al.; 

Postponement  of  Hearing 

Notice  is  hereby  given  that  the  hearing 
in  the  above-entitled  matter  scheduled 
to  be  held  on  December  17,  1973  (38  FR 
26959,  September  27,  1973),  is  hereby 
postponed  to  January  3,  1974,  at  10  a.m. 
(local  time)  in  Room  503,  Universal 
Building,  1825  Connecticut  Avenue  NW., 
Washington,  D.C.,  before  the  under¬ 
signed. 

Dated  at  Washington,  D.C.,  Novem-- 
ber5. 1973. 

[seal]  Joseph  L.  Fitzmaurice, 

Administrative  Law  Judge. 

[FR  Doc.73-23955  Filed  11-8-73:8:46  am) 

CIVIL  SERVICE  COMMISSION 

MINIMUM  RATES  AND  RATE  RANGES 
Notice  of  Adjustment 

Under  the  authority  of  5  U.S.C.  5303 
and  Executive  Order  11721,  the  Civil 


Service  Commission  has  adjusted  the 
minimum  rates  and  rate  ranges  for  cer¬ 
tain  occupations  and  grade  levels  for 
which  special  rates  were  approved  under 
5  U.S.C.  5303.  The  Civil  Service  Commis¬ 
sion  has  decided  that  the  pay  of  em¬ 
ployees  covered  by  special  rate  sched¬ 
ules  shall  be  increased  by  an  amount 
f uUy  equivalent  to  the  general  pay  in¬ 
crease  for  General  Schedule  employees 
authorized  by  Executive  Order  11739. 
This  decision  is  being  implemented  by 
the  special  schedules  which  follow,  and 
the  higher  pay  rates  are  effective  the 
same  date  as  the  general  pay  increase. 

The  following  tables  contain  the  basic 
special  salary  rate  information  for  each 
occupation  and  grade  level  for  which 
special  rates  are  authorized.  Only  the 
special  minimum  and  special  maximum 
rate  (i.e.,  10th  step)  are  shown;  how¬ 
ever,  a  full  special  rate  range  is  au¬ 
thorized  for  each  occupation  and  grade 
level  specified.  The  full  range  of  special 
rates  can  be  prepared  by  successively 
adding  the  amount  of  the  within  grade 
increase,  as  shown  for  each  grade,  be¬ 
ginning  with  the  special  minimum  to 
produce  a  rate  for  each  step  up  to  the 
special  maximum  rate. 

The  effective  date  of  the  revised  rates 
is  the  pay  period  that  begins  on  or  after 
October  1,  1973. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 


GS-OOO  Miscellaneous  Occupations 


Occupational  scrie?  coverage 

Geographic  coverage 

Grade 

1st  step 
rate 

10th  step 
rate 

Within 

praue 

increase 

Effective 

date 

GS-081  Firefighter  (General) 

Naval  Training  Center,  Great  Lakes,  Illinois  and  Federal 

GS-3 

$6,836 

$8,762 

$214 

10-1-73 

Firefighter  (Structural) 

instigations  within  a  22-niile  radius  of  the  Center. 

GS-4 

7,438 

9,598 

240 

Firefighter  (Airfield) 

Table  No.  ()01 

GS-081  Fire  Protection  and  Prevention  Scries 

Clear  Air  Force  Base,  Alaska. 

GS-3 

7,006 

9,832 

214 

10-1-73 

GS-1 

8,308 

10,  .558 

240 

GS-5 

8,8.59 

11. 271 

'  268 

GS-6 

9,276 

11,967 

299 

Table  No.  011 

GS-083  Police  Series 

Washington,  D.C.  SMSA,  including  District  of  Columbia 

GS-4 

7,918 

10,078 

240 

10-1-73 

Children’s  Center,  Laurel,  Maryland,  and  Quantico 

GS-5 

8,323 

10,735 

268 

Marine  Base. 

Table  No.  (W8 

OS-3(X)  General  Administrative,  Clerical,  and  Office  Services  Group 


OS-301  PoUce  Cadet 

Table  No.  150 

District  of  Columbia  Metropolitan  Police  Department. 

OS-2 

OS-3 

6,060 

6,622 

7,761 

8,548 

189 

214 

10-1-73 

GS-343  GAO  Management  Auditor 

Table  No.  257 

Worldwide. 

OS-7 

10,965 

13,953 

332 

10-1-73 

GS-359  Electric  Accounting  Machine  Operating  Series, 
Grade  4  Only. 

Table  No.  154 

Juneau  Election  District,  Alaska. 

OS-4 

7,678 

9,838 

240 

10-1-73 

GS-SOO  Accounting  and  Budget  Group 


OS-,510  GAO  Auditor 

Table  No.  257 

Worldwide. 

GS-7 

10,965 

13,9&3 

332 

10-1-73 

OS-510  Accoim ting  Series 

O  S-512  Internal  Revenue  Agent  Series 

Table  No.  258 

Worldwide. 

GS-5 

GS-7 

9,931 

10,965 

12,343 

13,953 

268 

332 

10-1-73 
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NOTICES 


Occupational  aeries  oorerage 

Iststep 

10th  step 

Geographic  coverage 

Grade 

rate 

rate 

grade 

date 

iucreasc 

GB-too  Medical,  Hospital,  Dental  and  Pdbuc  Health  Obodp 

OS-602  Medical  Officer  Series 

Wwldwide 

GS-ll 

$19,072 

$23,473 

$489 

10-1-73 

OS-12 

22,744 

27,991 

683 

08-13 

26,189 

32,390 

689 

‘  'fote:  Maximum  rate  may  not  exceed  $36,000  a  year. 

G8-14 

28,287 

35,659 

808 

Table  No.  SH) 

OS-IS 

30,147 

*38, 6-25 

942 

GS-610  Nurse  Series 

Galveston,  Texas 

OS-4 

8,398 

10,858 

‘240 

10-1-73 

Table  No.  306 

GS-6 

8,859 

11,271 

268 

CiS-610  Nurse  Series 

San  Francisco,  California  and  35-iuile  radius  extended  to 

OS-4 

8,638 

10. 798 

240 

10  1  -73 

• 

include  Travis  Air  Force  Ba.se. 

OS-6 

9,127 

11,539 

268 

Table  No.  303 

GS-6 

9,  .575 

12,266 

-299 

GS-610  Nurse  Series 

Baltimore,  Maryland  Standard  .Metropolitan  Statistical 

GS-4 

8,638 

10, 798 

240 

10-1-73 

Area. 

GS-6 

9,127 

11,539 

‘268 

Table  No.  292 

GS-6 

9,875 

12,-266 

-29!* 

GS-OIO  Nurse  Series 

Boston,  Massachusetts  Standard  Mctro|8ilitan  Statistical 

GS-4 

8, 398 

10,558 

‘240 

10-1-73 

Table  No.  305 

Area. 

GS-5 

8,859 

11.  ‘271 

-268 

(.:s-610  Nurse  Serit's 

Washington.  D.C.  Standard  Metropalitan  Statistical  Area 
including  the  D.C.  Government's  Children’s  Center, 

OS-1 

8,638 

10, 798 

-240 

10-1-73 

GS-5 

9, 127 

11,539 

268 

Laurel,  Maryland  and  the  U.S.  Marine  Corps  Ba.se, 

Table  No.  304 

Quantico,  Virginia. 

GS-610  Vurse  Series 

New  ’’ork  Citv,  New  York. 

G.S-4 

8,638 

10. 798 

240 

10- 1-73 

GS  615  Public  Health  Nurse  Scries 

GS-5 

9,663 

l‘A075 

‘268 

GS6 

10, 173 

12,861 

‘299 

GS-7 

10,633 

13,621 

332 

Table  No. 

GS-8 

11.397 

14.709 

368 

OS-621  Licensed  Practical  Njus*' 

New  York,  New  Yolk  S.M.SA,  Nassjw-Snffolk,  New  York 

G8-3 

$7, 478 

$9,401 

$214 

10-1-73 

Table  No.  334 

SMSA. 

GS-4 

7,918 

10,078 

240 

OS-5 

8,323 

10, 7Zr, 

268 

GS-621  Lici‘ns<‘d  I’riictical  Nurs<‘ 

Cook  County,  Illinois  (InoIiuUng  the  city  of  Chicago). 

GS-3 

6,836 

8, 762 

214 

10^1  73 

Table  .No.  337 

08-4 

7,438 

9,  .598 

‘240 

GS-621  Lii  ciisi'd  Practical  Nurse 

We.st  Haven,  Connecticut. 

GS-3 

6,836 

8. 762 

214 

10  1-73 

Tabic  No.  342 

GS-4 

7,438 

9,  ,598 

240 

fiS-621  Licensed  Practical  Nurse 

Boston,  Mas.sachus<'tt.s  SMS.\. 

GS-3 

7, 264 

9. 190 

214 

10  1  73 

GS-1 

7,918 

10. 078 

24(t 

Tabli'  No.  343 

GS-5 

8,323 

10,735 

‘268 

ti.<-631  Occupational  Therapist 

Wasitingtun.  D.C.  S.NfS.L. 

GS-5 

9,127 

11.  .539 

lO  1  73 

GS-633  Pliysical  Tlicrajiist 

Talite  No.  306 

G8-6 

9,276 

11,967 

299 

GS-631  Occupational  Tlierapist 

4iS-633  Pliv.sical  Tlierapist 

Talile  .No.  309 

Ia)S  Aiigc!es-I..<«iig  Bcar-h,  Califoniia  SMSA. 

G.S-6 

9,276 

ll,'.t67 

10  1-73 

G.6-631  Occupational  Therapist 

New  York  City  and  Suffolk  County,  .New  York. 

OS- 6 

10,472 

13,163 

2<»9 

10  1-73 

GS633  Physical  Tbcrapi.st 

G8-7 

10,965 

13. 9.53 

332 

GS-8 

11,397 

14,709 

368 

Tabic  No.  310 

GS-644  Medical  Technologist  Si-rics 

Table  No.  318 

Washington,  D.C.  S.M.sa. 

OS-5 

8, 591 

11,003 

268 

10  1-73 

GS-644  Medical  Technologist  Scries 

Ann  Arbor,  Michigan  Standard  .Metropolitan  Statistical 

GS  5 

$9, 127 

$11,539 

$'268 

10  1  73 

Table  No.  316 

Area. 

G.S-644  Merlical  Twhnologist  Series 

Table  No.  314 

Milwaukt'e  (Woo<l),  Wisionsin. 

GS-6 

9,395 

11,807 

‘2ti8 

10  1-73 

GS-644  Medical  Technologist  Series 

State  of  California. 

GS  5 

9,127 

11,539 

268 

10  1  73 

Table  No.  313 

GS  7 

10,301 

13,  -289 

33-2 

OS-641  Medical  Technologist  Series 

Table  No.  348 

Indiaiuiiolis.  Indiana. 

GS  6 

9,127 

11,539 

-268 

lO  1-73 

flS644  Medical  Technologist  S«‘ries 

New  York  City,  New  York  (includes  Brora,  Kiugs,  New 

GS  5 

8,859 

11,271 

‘268 

10  1  73 

Table  No.  331 

York,  Queens,  and  Richmond  Counties). 

GS  647  Medical  Radiology  Technician  Series 

New  York  City,  New  York. 

GS-4 

8,878 

11,038 

‘240 

lO  1  73 

Table  No.  320 

G8-8 

9,395 

11,807 

‘268 

GS  6 

9,874 

1-2;  665 

2*»9 

<lS-7 

10,633 

13, 6-21 

332 

GS-647  Medical  Radiology  Technician  Series 

lx)$  Angeles- Long  Bea>’li.  ('alifornia  SMSA  (includes  all  of 

08-4 

8,398 

10,558 

-240 

lO  1-73 

Table  No.  340 

Los  Angeles  County). 

GS-5 

8,891 

11,003 

‘268 

GS  647  Medical  Radiology  Technician  Series 

Suffolk  County,  New  York. 

GS-4 

8,878 

11,038 

240 

10-1  73 

Table  No.  346 

GS-5 

9,396 

11,807 

268 

08-6 

9,874 

12,565 

299 

OS-7 

10,633 

13,6-21 

332 

GS-64  Medical  Radiology  Technician  Series 
Table  No.  341 

Cook  County,  Illinois  (including  the  city  of  Cliicago). 

OS-4 

$7,678 

$9,838 

‘240 

10  1-73 

G6-649  Inhalation  Therapy  Technician 

New  York,  New  York  SMSA,  Najssau-Suflolk,  New  York 

OS- 4 

8,158 

10,318 

240 

10  1-73 

SMSA. 

G8-6 

8,859 

11,271 

268 

Table  No.  344 

GS-6 

9,276 

11,967 

299 

OS-660  Pharmacist 

Table  No.  322 

State  of  California.  • 

08-9 

12,573 

16,227 

406 

10-1-73 

OS-682  Dental  Hygienist  Series 

Norfolk  and  Newport  News-Hampton,  Virginia  BMBA’s. 

08-4 

8,158 

10,318 

240 

10-1-78 

Table  No.  327 

08-8 

9,127 

11,639 

268 

I 

i 

1 
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Geographic  coverage 

1st  step 

10th  step 

Within 

Effective 

OccupaUonal  series  coverage 

Orade 

rate 

rate 

grade 

increase 

date 

08-682  Dental  Hygienist 

States  of  California  and  Nevada. 

OS-4 

7,678 

9,838 

240 

10-1-73 

Table  No.  328 

GS-5 

8,891 

11,003 

268 

OS-682  Dental  Hygienist  Series 

Denver,  Colorado  SMSA. 

OS-t 

8,158 

10,318 

240 

10-1-73 

GS-5 

8,591 

11,003 

268 

Table  No.  338 

OS-6 

9,276 

11,967 

299 

OS-6S2  Dental  Hygienist 

Columbia,  Missouri. 

OS-4 

8,638 

10,798 

11,539 

240 

10-1-73 

OS-5 

9,127 

268 

Table  No.  347 

OS-6 

9,874 

12,565 

299 

08-701  Veterinarian  Series 

Tabie  No.  400 

Worldwide. 

OS-9 

$13,791 

$17,445 

$406 

10-1-73 

08-810  Civil  Engineer 

Dover  AFB,  Delaware. 

OS-5 

10,467 

12,879 

268 

10-1-73 

Table  No.  413 

08-7 

11,629 

14.617 

332 

OS-830  Mechanical  Engineer  • 

Ann  Arbor,  Michigan  SMSA. 

08-5 

10,467 

12,879 

268 

10-1-73 

>  (Speciai  rates  limited  to  mechanical  engineers  engaged  in 
motor  vehicle  emission  control  mobile  source  compliance  pro¬ 
gram  and  mobile  source  standards  program.) 

Table  No.  412 

OS-7 

11,961 

14,949 

332 

OS-1654  Printing  Management  Series 

Nationwide. 

OS-6 

9,396 

11,807 

268 

10-1-73 

(Note:  Eligibility  for  these  special  rates  is  limited  to  em- 

ployecs  who  have  at  least  a  Baccalaureate  Degree  with  a 
major  in  printing  management.) 

Table  No.  726 

OS-1710  Teacher 

Mary  O.  Zcigler  School,  Department  of  Public  Welfare, 

08-6 

8,859 

11,271 

268 

10-1-73 

(Note:  Eligibility  for  the.se  special  rates  is  limited  to  em- 

District  of  Columbia  Government,  Laurel,  Maryland. 

ployees  engaged  lii  teaching  students  with  “special  needs” 
in  the  school  identilied.) 

Table  No.  780 

Statutory  range 

1 

Within 

Orade 

(Effective  the  first  day  of  the  first  pay  i>erlod  beginning  on  or  after 

Extended  range  for  special  rates 

grade 

Grade 

October  1,  1973) 

in> 

creases 

OS-1 

$5,017 

$5,184 

$5,3.51 

$5,518 

$5,685 

$5,852 

$6,019 

$6,186 

$6,3.53 

$6,520 

$6,687 

$6,854 

$7,0-21 

$7,188 

$7,355 

$7,522 

$7,689 

$7,  $56 

$8,023 

$167 

GS-1 

OS-2 

5,682 

5,871 

6,060 

6,249 

6,438 

6,6-27 

6,816 

7,005 

7,194 

7,383 

7,572 

7,761 

7,9.50 

8,139 

8,328 

8,517 

8,706 

8,895 

9,084 

189 

OS-2 

GS-3 

6,408 

6,622 

6,836 

7,050 

7, ‘264 

7,478 

7,692 

7,906 

8,1-20 

8,334 

8,548 

8,762 

8,976 

9,190 

9,404 

9,618 

9,823 

10,046 

10,260 

214 

OS-3 

08-4 

7,198 

7,438 

7,678 

7,918 

8,158 

81398 

8,638 

8,878 

9,118 

9,358 

9,  .598 

9,838 

10,078 

10,318 

lti5.58 

10,798 

11,038 

11,278 

11,518 

240 

OS-1 

OS-5 

8;055 

8,323 

8, 591 

8,8.59 

9,127 

9,395 

9,663 

9,931 

10,199 

10,467 

10,735 

11,033 

11,-271 

11,539 

11,807 

12,075 

12.343 

12,611 

12,  879 

268 

OS-5 

OS-6 

8,977 

9,276 

9, 575 

9,874 

10. 173 

10, 472 

10,771 

11,070 

11,369 

11,668 

11,967 

12;  266 

12,565 

12,864 

13,163 

13,462 

13, 761 

14,060 

14,359 

299 

OS-6 

OS-7 

9,969 

10,301 

10,633 

10,96.5 

11,297 

11,629 

11,961 

12, ‘293 

121625 

1-2, 957 

13,289 

13, 621 

13,953 

14,285 

14,617 

14;949 

15.  -281 

1.5, 613 

15,945 

332 

OS-7 

OS-8 

11,029 

11, 397 

11,765 

12;  133 

vim 

12,869 

131237 

13,605 

13,973 

14,341 

14,709 

15,077 

15,445 

15, 813 

16. 181 

16;  549 

16, 917 

17,285 

17,653 

368 

OS-8 

OS-9 

12;  167 

12,573 

1-2, 979 

13,385 

13, 791 

H  197 

14,603 

15,009 

15. 415 

15,821 

16,227 

16,633 

17,039 

17,445 

17,851 

18,-257 

18.663 

19,069 

19. 475 

406 

OS-9 

OS-10 

13,379 

13,8-25 

14,271 

14, 717 

15,163 

1,5,609 

16;  055 

16,601 

16,947 

17,393 

17,839 

18,285 

18, 731 

19,177 

19. 623 

-20,069 

20, 515 

20,961 

21,407 

446 

OS-lO 

OS-11 

14, 671 

15,160 

1.5, 649 

16,138 

16,627 

17,116 

17,605 

18,094 

18,583 

19,072 

19, 561 

20,050 

20,539 

21,0-28 

21,517 

22,006 

22,495 

22,984 

23,473 

489 

GS-11 

OS-12 

17, 497 

18,080 

18,663 

19, 246 

19,8-29 

‘20, 412 

20,995 

21,  .578 

2-2,161 

22;  744 

‘23,3-27 

23,910 

24,493 

25,076 

25,659 

26,242 

26,8-25 

-27,408 

27,991 

583 

OS- 12 

OS-13 

20;  677 

21,366 

22,055 

22,744 

23,433 

24, 122 

24.811 

‘25,500 

26;  189 

26,878 

27,567 

28;  256 

28,945 

29,634 

30,323 

31, 012 

31,701 

32;  390 

33.079 

689 

OS-13 

OS-14 

241247 

25,055 

25,863 

26, 671 

27,479 

28,287 

29,095 

29,903 

30,711 

31,519 

32,3-27 

33,135 

33.943 

34.751 

35,559 

*  36,367  *  37.175  *  37.983  *  38.791 

808 

OS-14 

OS-15 

28,263 

29,205 

30,147 

31,089 

32,031 

3-2, 973 

33;  915 

341857 

35,799  *  36,741 

>37,683 

*  38,625  *  39,567 

*  40,509  ■  41,451 

*  42,393  >  43,335 

*  43,926  «  43,9-28 

942 

GS-15 

'  Kates  may  not  exceed  the  rate  for  Executive  Level  V.  As  of  October  1973.  Exec¬ 
utive  Level  \  rate  was  $36,000. 


*  Rates  may  not  exceed  the  regular  rate  for  Grade  GS-18  and  are  further  subject 
to  the  above  Limitation. 


[FR  I>oc.73-23708  Filed  ll-7-73;8:45  am) 


MINIMUM  RATES  AND  RATE  RANGES 
Notice  of  Adjustment 

Under  the  authority  of  5  U.S.C.  5303 
and  Executive  Order  11721,  the  Civil 
Service  Commission  has  adjusted  the 
minimum  rates  and  rate  ranges  for  cer¬ 
tain  occupations  and  grade  levels  for 
which  special  rates  were  approved  under 
5  U.S.C.  5303.  The  purpose  of  this  ad¬ 
justment  action  is  to  return  most  special 
rate  schedules  to  the  approximate  dollar 
amoimts  in  effect  before  the  general  pay 
Increase.  No  employee  will  have  his  basic 
rate  of  pay  reduced  as  the  result  of  the 


downward  adjustment  of  these  schedules. 
It  should  be  noted  that  there  is  no  down¬ 
ward  adjustment  being  made  to  the  spe¬ 
cial  schedules  for  Medical  OfiScers  and 
Veterinarians. 

The  following  tables  contain  the  basic 
special  salary  rate  information  for  each 
occupation  and  grade  level  for  which  spe¬ 
cial  rates  are  authorized.  Only  the  special 
minimum  and  special  maximum  rate 
(i.e.,  10th  step)  are  shown;  however,  a 
full  sc>ecial  rate  range  is  authorized  for 
each  occupation  and  grade  level  speci¬ 
fied.  The  full  range  of  special  rates  can 


be  prepared  by  successively  adding  the 
amount  of  the  within  grade  increase,  as 
shown  for  each  grade,  beginning  with  the 
special  minimum  to  produce  a  rate  for 
each  step  up  to  the  special  maximum 
rate. 

The  effective  date  of  the  revised  rates 
is  the  pay  period  that  begins  on  or  after 
October  28, 1973. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 


GS— 000  Miscellaneous  Occupations 


Occupational  series  coverage 

Geographic  coverage 

Orade 

1st  step 
rate 

10th  step 
rate 

Within 

grade 

increase 

Effective 

date 

OS-681  Firelighter  (General) 

Firefighter  (Structural) 

‘  Firefighter  (.Airfield) 

Table  No.  001 

Naval  Training  Center,  Great  Lakes,  Illinois,  and  Federal 
installations  within  a  22-mile  radius  of  the  Center. 

0&-3 

$6,622 

$8,548 

$214 

10-28-73 

08-681  Fire  Protection  and  PrevenUon  Series 

Table  No.  011 

Clear  Air  Force  Base,  Alaska. 

08-3 

G8-4 

OS-S 

7,692 

8,158 

8,591 

9,618 

10,318 

11,003 

214 

240 

268 

10-28-73 
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OS— 000  Misckxankoos  Ocgvpatkmw— Cwitiaaed 


Ist  step  lOUi  step  within  Effective 

Oeenpatlonal  series  coverage  Geographic  coverage  Grade  rate  rate  grade  date 

Increase 


08-083  Police  Series 

Ta»>le  No.  008 

Washington,  D.C.,  8MSA,  including  District  of  Columbia  GS-1 
Children’s  Center,  Laurel,  Md.  and  Quantico  Marine 

Base. 

7.<t78 

9.838 

240  10-28-73 

GS— 300  Genkbal  Administkative,  Clerical,  and  Otfice-Services  Group 

08-301  Police  Cadet 

Table  No.  130 

District  of  Columbia  Metropolitan  Police  Department.  GS-2 

$5,871 

S7.572 

$189  10-28-73 

GS  343  GAO  Management  Auditor  Worldwide.  OS-7  10,  <133  13,021  832  10^28-73 

Table  No.  257 


GS-359  Electric  Accounting  Machine 

Operating  Series,  Grade  4  Only 
Table  No.  154 

Juneau  Election  Distriut,  Alaska. 

GS-4 

7,438 

9,598 

240 

10-28-73  \ 

"  OS— 500  Accounting  and  Budget  Group 

08  .510  GAO  Auditor 

Worldwide. 

GS-7 

$10,633 

$13,621 

$332 

10-28-73 

Table  No.  257 

OS-510  Accounting  Series 

Worldwide. 

GS-5 

9,663 

12,075 

268 

10-28-73 

OS-512  Internal  Revenue  Agent  Series. 

GS-7 

10,633 

13,621 

332 

Table  No.  258 

GS-eoo  Medical,  Hospital,  Dental  and  Pubuc  Health  Group  , 

Medical  Officer  Series 

Worldwide. 

OS-11 

19,072 

23,473 

489 

10-  1-73 

GS-12 

22,744 

27,991 

683 

C.8-13 

26,189 

32,390 

689 

OS-14 

28,287 

35,659 

80R 

Table  No.  290 

•Note.— Maxiinnni  rate  may  not  exceed  $36,000  a  year. 

08-15 

30.147 

•38,626 

942 

OS-610  Nurse  Series 

Galveston,  Tex. 

GS-4 

8,158 

10,318 

240 

10-28-73 

Table  No.  306 

OS-5 

8,591 

11,003 

208 

GS-610  Nurse  Series 

San  Francisco,  Calif.,  and  35-nnle  radius  extended  to 

GS-4 

8,398 

10,558 

240 

10-28-73  * 

include  Travis  Air  Force  Base. 

OS-5 

8,869 

11,271 

268 

Table  No.  303 

G3-6 

9,270 

11,967 

299 

GS-610  Nurse  Series 

Baltimore,  Md.,  Standard  Metropolitan  Statistical  Area. 

OS-1 

8.398 

10,568 

240 

10-28-73  i 

GS-6 

8,850 

11, 2n 

268 

1 

Table  No.  292 

08-6 

9,270 

11,967 

299 

GS-610  Nurse  Scries 

Boston,  Mass.  Standard  Metropolitan  Statistical  Area. 

GS-4 

8,158 

10,318 

240 

10-28-73 

Table  No.  3U5 

GS-6 

8,691 

11,003 

268 

CS-610  Nurse  Series 

Washington,  D.C..  Standard  Metropolitan  Statistical 

GS-I 

8,3!)8 

10,658 

240 

10-28-73 

Area  including  the  D.C.  Oovernment’s  Children’s 

GS-5 

8.859 

11,271 

268 

Center,  Leun'l,  Md.,  and  tlie  U.S.  Marine  Corps  Base, 

Table  No.  3(H 

Quantico,  Va. 

4;S-6!0  Nurse  Series 

New  York  Cltv,  N.Y. 

OS— I 

8,398 

10,668 

240 

10-28-73 

GS-615  Public  Health  Nurse  Series 

GS-5 

9,395 

11.807 

268 

4IS-6 

9,874 

12,566 

299 

Table  No.  296 

OS-7 

10,301 

13,280 

332 

OS-621  Licensed  Practical  Nurse 

New  York,  N.Y.,  S.MSA,  Nassau-Suffolk,  N.Y.  SMSA. 

GS-3 

7,264 

9,190 

214 

10-28-73  i 

Table  No.  334 

GS-4 

7,678 

9,838 

240 

J 

G8-621  LiceiL^ed  Practical  Nurse 

Cook  County,  IQ.  (Including  the  city  of  Chicago). 

OS-3 

0,022 

8,648 

214 

10-28-73 

Table  No.  337 

OS-621  Licensed  Practical  Nurse 

West  Haven,  CJonn. 

GS-3 

0,622 

8,648 

214 

10-28-73 

Table  No.  342 

240 

GS-621  Licensed  Practical  Nurse 

Boston,  Mass.,  SMSA. 

08-3 

7,060 

8,976 

214 

10-28-73 

Table  No.  343 

G8-4 

7,  *78 

9,838 

240 

OS-631  Occupational  Therapist 

Washington,  D.C.,  SMSA. 

OS-6 

8,860 

11,271 

268 

10-28-73  - 

GS-623  Physical  Therapist 

299 

Table  No.  308 

08-631  Occupational  Therapist 

New  York  City  and  Soflolk  County,  N.Y. 

OS-6 

10,173 

12.864 

299 

10-28-73 

OS-633  Physical  Therapist 

08-7 

1«,638 

]8v621 

332 

Table  No.  310 

• 

J 

08-644  Medical  Technologist  Series 

W’ashington,  D.C.,  SMSA. 

08-6 

8,823 

10.735 

268 

10-28-73  1 

Table  No.  318 

OS-644  Medical  Technologist  Series 

Ann  Arbor,  Mich.,  Standard  Metropolitan  Statistical 

GS-S 

8,859 

11,271 

268 

10-28-73  , 

Table  No.  316 

Area. 

OS-614  Medical  Teclmologist  Series 

Milwaukee  (Wood),  Wis. 

OS-6 

9,127 

11,639 

268 

10-28-73  J 

Table  No.  314 

GS-644  Medical  TcebBologist  Series 

State  of  Califamla. 

08-6 

8.899 

U,371 

268 

10-28-73 

Table  No.  313 

GS-644  Medical  Technologist  Series 

Indianapolis,  Ind. 

OS-6 

8,869 

11,271 

268 

10-28-73 

Table  No.  348 
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Occupational  series  coverage 

Geographic  coverage 

Grade 

Ist  step 
rate 

10th  step 
rate 

Within 

grade 

increase 

Effective 

date 

GS-644  Medical  Technologist  Series 

New  York  City,  N.  Y.  (includes  Bronx,  Kings,  New  York, 

08-5 

8,591 

11,003 

268 

10-2S-73 

Table  No.  331 

Queens,  and  Richmond  Counties). 

GS-647  Medical  Radiology  Technician  Series 

New  York  City,  N.Y. 

as-4 

240 

10-28-73 

OS-5 

2t)8 

299 

Table  No.  320 

HU 

332 

OS-647  Medical  Radiology  Technician  Series 

Los  Angeles-Long  Beach  Calif.,  SMSA  (includes  all  of  Los 

OS-4 

8,158 

10,318 

240 

10-28-73 

Table  No.  340 

Angeles  County). 

GS-5 

8,323 

10,736 

268 

OS-647  Medical  Radiology  Technician  Scries 

Suffolk  County,  N.Y. 

OS^ 

8,638 

10,798 

240 

10-28-73 

OS-5 

9, 1'27 

11,539 

‘268 

GS-6 

9,  576 

12,266 

299 

Table  No.  346 

GS-7 

10,301 

13,289 

332 

GS-647  Medical  Radiology  Technician  Series 

Cook  County,  Ill.  (including  the  city  of  Chicago). 

GS-4 

7,438 

9,598 

240 

10-28-73 

Table  No.  341 

•- 

GS-649  Inhalation  Therapy  Technician 

New  York,  N.Y.,  SMSA,  Nassau-Suffolk,  N.Y.,  SMSA. 

OS-4 

7,918 

10,078 

240 

10  28-73 

Table  No.  344 

OS-5 

8, 591 

11,003 

268 

299 

GS-682  Dental  Hygienist  Scries 

Norfolk  and  Newport  News-Hampton,  Va.,  SMSA’s. 

GS-4 

7,918 

10,078 

240 

10-28-73 

Table  No.  327 

OS-6 

8,859 

11, 271 

268 

08^682  Dental  Hygienist 

States  of  California  and  Nevada. 

GS-4 

7,438 

9,598 

240 

10-28-73 

Table  No.  328 

OS-6 

8,3‘>3 

10,735 

268 

OS-682  Dental  Hygienist  Series 

Denver,  Colo.,  SMSA. 

OS-t 

7,918 

10,078 

240 

10-28-73 

Table  No.  338 

OS-6 

8,323 

10,735 

268 

OS -682  Dental  Hygienist 

Columbia,  Mo. 

08-4 

8,398 

10,558 

240 

10-28-73 

OS-6 

8,859 

11,271 

268 

Table  No.  347 

OS-6 

9,675 

12,266 

299 

OS-000  Miscellaneous  Occupations 

OS-701  Veterinarian  Series 

Worldwide. 

GS-9 

$13,791 

$17,445 

$406 

10-  1-73 

Table  No.  400 

08-810  Civil  Engineer 

Dover  AFB,  DeL 

OS-5 

10, 199 

12,611 

268 

10-28-73 

Table  No.  413 

OS-7 

11,297 

14,285 

332 

OS-830  Mechanical  Engineer* 

Ann  Arbor,  Mich.,  SMSA. 

OS-6 

10, 1<.)9 

12,611 

268 

10-‘28-73 

*(S|)ecial  rates  limited  to  mechanical  engineers  engaged  in 

OS-7 

11,629 

14,617 

332 

motor  vehicle  emission  control  mobile  source  compliance 

program  and  mobile  source  standards  program.) 

Table  No.  412 

OS-1654  Printing  Management  Series 

Nationwide. 

GfcWi 

9,1-27 

11,539 

268 

10-28-73 

(Note:  Eligibility  for  these  special  rates  is  limited  to  em¬ 

ployees  who  have  at  least  a  Baccalaureate  Degree  with  a 

major  in  printing  management.) 

• 

Table  No.  726 

OS-1710  Teacher  " 

Mary  O.  Zeigler  School,  Department  of  Public  Welfare, 

GS-6 

8,591 

11,003 

268 

10-28-73 

(Note;  Eligibility  for  these  special  rates  Is  limited  to  em¬ 

District  of  (Columbia  Government,  Laurel,  Md. 

ployees  engaged  in  teaching  students  with  “special  needs” 

in  the  school  identified.) 

Table  No.  760 

(irad«  Statutory  raiiRp.  • 

(Effective  the  first  day  of  the  first  pay  pe.riotl  Ix-giiiniiig  on  or  after  October  1, 
1973) 


OS-1 

$5,017 

$.5,184 

$.5,351 

$5,518 

$5,685 

$5, 852 

$6,019 

$6,186 

$6,3.53 

$6,  .520 

OS-2 

5,682 

5,871 

6,060 

6,249 

6,438 

6,6-27 

6,816 

7,006 

7,194 

7,383 

OS-3 

6,408 

6,622 

6,836 

7,050 

7,264 

7,478 

7, 6S)2 

7,906 

8,120 

8,334 

OS-4 

7,198 

7,438 

7,678 

7,918 

8,158 

8, 398 

8,638 

8,878 

9,118 

9,358 

OS-5 

8,655 

8,3-23 

8,591 

8,859 

9,127 

9,39.5 

9,663 

9,931 

10,199 

ia467 

OS-6 

8,977 

9,276 

9,  .575 

9,874 

10, 173 

10,472 

10, 771 

11,070 

11,369 

11,668 

OS-7 

9,960 

10,301 

10,633 

10,965 

11,297 

11,629 

11,961 

12,293 

12,625 

12,9.57 

OS-8 

11,029 

11,397 

11,765 

12,133 

12,  .501 

12,869 

13,237 

13,6a5 

13, 973 

14,341 

GS-9 

12, 167 

12, 573 

12, 979 

13,385 

13, 791 

14, 197 

14,603 

1,5,009 

1.5, 415 

1.5, 821 

OS-10 

13,379 

13,825 

14,271 

14,717 

15,163 

15,609 

16,055 

16,  .501 

16,947 

17,393 

OS-ll 

14,671 

15,160 

15,649 

16, 138 

16,627 

17,116 

17,605 

18,094 

18,583 

19,072 

OS-12 

17, 497 

18,080 

18,663 

19,246 

19, 829 

20,412 

20,995 

21,  .578 

22,161 

2-2,744 

OS-13 

20,677 

21,366 

22,655 

22,744 

23,433 

24,122 

24,811 

25,500 

26,189 

26,878 

OS-14 

24,247 

25,055 

2.5,863 

26,671 

27,479 

28,287 

29,095 

29,903 

30,711 

31,519 

OS-15 

28,263 

29,205 

30,147 

31,089 

32,031 

32,973 

33,915 

34,857 

35,799 

•  36,741 

Within 

Extended  range  for  special  rates  grade  Grade 

in¬ 

creases 


$6,687 

$6,854 

$7,0-21 

$7,188 

$7,35.5 

$7,522 

$7, 689 

$7,856 

$30-23 

$167 

OS-1 

7,572 

7,761 

7,9.50 

8,139 

8,328 

8,517 

3706 

3895 

9,084 

189 

08-2 

8,548 

8,762 

8,976 

9,190 

9,404 

9,618 

9,832 

10,046 

10,-260 

214 

08^ 

9,598 

9,838 

10,078 

10,318 

10,  .558 

10, 798 

11,038 

11,  ‘278 

11,518 

240 

OS-4 

10,735 

11,003 

11,271 

11,539 

11,807 

12,075 

12,343 

12,611 

1-2, 879 

‘268 

OS  5 

11,967 

12,266 

1-2,  .565 

12,864 

13  163 

13,462 

13, 761 

14,060 

14,359 

299 

OS-6 

13,289 

13,621 

13, 9.53 

14,285 

14, 617 

14,949 

1.5. 281 

15,613 

1.5,945 

332 

OS -7 

14,709 

15,077 

1.5, 445 

1.5, 813 

16, 181 

16,549 

16, 917 

17,285 

17,353 

368 

OS« 

16,227 

16,633 

17,039' 

17,445 

17,851 

13257 

13663 

19, 069 

19, 475 

406 

OS -9 

17,839 

18,285 

18,731 

19, 177 

19,623 

20,069 

20,515 

23961 

21,407 

446 

OS-10 

19,561 

20,050 

20,539 

21,028 

21,517 

22,006 

2-2, 495 

22,984 

23,473 

489 

OS-11 

23,327 

23,910 

24,493 

2.5,076 

2,5, 6.59 

26,242 

23825 

27, 408 

27,991 

.583 

OS-12 

27,567 

.28,256 

28,945 

29,634 

30,3-23 

31,012 

31, 701 

32,390 

33,079 

689 

GS-13 

32,327 

33,135 

33.!I43 

34,751 

35,559 

•33367 

•  37,175 

>37,983 

>38,791 

808 

GS-14 

>37,683 

>  38,625 

>  39,.567 

i  40,.509 

■  41,451 

>  42,393 

>  43,335 

>  43,9-26 

1 43,926 

9t2 

OS-15 

>  Rates  may  not  exceed  the  rate  for  Executive  Level  V.  As  of  Oct.  1973.  Executive  Level  V  rate  was  $36,00a 
*  Rates  may  not  exceed  the  regular  rate  for  Grade  OS-18  and  are  further  subject  to  the  above  Limitation. 

[PR  Doc.73-23794  Piled  11-8-73:8:46  am) 
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COST  OF  LIVING  COUNCIL 

FOOD  INDUSTRY  WAGE  AND  SALARY 
COMMITTEE 

Notice  of  Closed  Meeting 

Pursuant  to  the  provisiwis  of  the  Fed¬ 
eral  Advisory  Committee  Act  (Public 
Law  92-463,  86  Stat.  770)  notice  is 
hereby  given  that  the  Pood  Industry 
Wage  and  Salary  Committee,  established 
under  the  authority  of  section  212(f)  (iv) 
of  Executive  Order  11695,  and  Cost  of 
Living  Coimcil  Order  No.  14,  will  meet 
at  10:00  A.M.,  Thursday,  November  15, 
1973,  at  2025  M  Street,  N.W.,  Washing¬ 
ton.  D.C. 

The  agenda  will  consist  of  discussions 
leading  to  recommendations  on  specific 
Phase  n  and  Phase  III  wage  cases  in  the 
food  area,  and  future  wage  policy. 

Since  the  above  stated  meeting  will 
consist  of  discussions  of  future  food  wage 
policy  and  Phase  II  and  III  cases  for 
decision,  pursuant  to  authority  granted 
me  by  Cost  of  Living  Council  Order  25, 
I  have  determined  that  the  meeting 
would  fall  within  exemption  (5)  of  5 
U.S.C.  552(b)  and  that  it  is  essential  to 
close  the  meeting  to  protect  the  free 
exchange  (rf  internal  views  and  to  avoid 
interference  with  the  operation  of  the 
Committee. 

Issued  in  Washington,  D.C.,  on  Novem¬ 
ber  7, 1973. 

Henry  H.  Pbrritt,  Jr., 
Executive  Secretary. 

Cost  of  Living  Council. 

[FR  Doc.73-24060  FUed  11-8-73:9:16  ami 


NONUNION  CONSTRUCTION  ADVISORY 
COMMITTEE 

Certification 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Advisory  Committee  Act  (Pub.  L.  92- 
463,  86  Stat.  770) ,  I  certify  that  the  crea¬ 
tion  of  the  Nonunion  Construction  Ad¬ 
visory  Committee  is  in  the  public  inter¬ 
est.  The  Nonunion  Construction  Advisory 
Committee  is  established  under  the  au¬ 
thority  of  section  212(f)  of  the  Economic 
Stabilization  Act,  as  amended  section 
4(a)  (iv)  of  Executive  Order  No.  11695, 
and  Cost  of  Living  Council  Order  No.  14. 
It  will  perform  four  basic  functions: 

1.  Provide  knowledgeable  input  into 
policy  decisions  affecting  the  nonunion 
sector  of  the  construction  industry; 

2.  Hear  selected  exception  cases  re¬ 
lating  to  off -site  employees  of  both  union 
and  nonunion  contractors; 

3.  Review  requests  for  area-wide  wage 
rates  for  on-site  nonunion  craftsmen; 
and 

4.  Make  recommendations  for  settle¬ 
ment  on  the  exception  cases  and  the 
cases  involving  area-wide  wage  rate  re¬ 
quests. 

This  committee  is  established  after 
consultation  with  the  Committee  Man¬ 
agement  Secretariat  of  the  Office  of 
Management  and  Budget,  which  has  au¬ 
thorized  a  shorter  period  of  time  than 
normal  to  pass  between  the  publication 


of  this  imtirtp  and  the  chartering  of  the 
committee. 

Issued  in  Washington,  D.C.  on  Novem¬ 
ber  8,  1»73. 

Jambs  W.  McLane, 

Deputy  Director, 

Cost  of  Living  Council. 

[FR  Doc.73-24100  FUed  11-8-73:11:21  am] 

ENERGY  POLICY  OFFICE 

Availability  of  Final  Environmental 
Statement 

ESTABLISHMENT  OF  PRIORITIES  OF  USE 
AND  ALLOCATIONS  OF  SUPPLY  FOR 
CERTAIN  LOW  SULFUR  PETROLEUM 
PRODUCTS 

Pursuant  to  section  102(2)  (c)  of  the 
National  Environmental  Policy  Act,  the 
Energy  Policy  0®ce  has  prepared  a  final 
environmental  statement  for  the  Estab¬ 
lishment  of  Priorities  of  Use  and  Allo¬ 
cations  of  Supply  for  Certain  Low  Sulfur 
Petroleum  Products. 

The  environmental  statement  con¬ 
siders  the  effect  from  the  action  that 
temporarily  prohibits  utilities  and  other 
large  fuel  users  from  switching  from  coal 
or  residual  fuel  oil  to  lower-sulfur  petro¬ 
leum  fuels  and  prohibits  increases  in  the 
quantity  of  distillates  blended  into  resid¬ 
ual  oils,  except  where  such  actions  are 
absolutely  necessary  to  meet  primary 
ambient  air  quality  standards.  The  main 
environmental  impact  would  be  on  air 
quality;  however,  the  pressed  action 
would  not  adversely  affect  existing  air 
quality  but  would  defer  altogether  for 
less  than  a  year  the  improvement  of  air 
quality  standards  in  the  areas  affected. 
Minor  land  use  and  water  quality  im¬ 
pacts  would  occur  also. 

CoDies  are  available  for  inspection  at 
the  following  location:  Office  of  Com¬ 
munications,  Room  7200,  Department  of 
the  Interior,  Washington,  D.C.  20240. 
Telephone  202-343-4662.  Copies  may  be 
obtained  by  writing  the  Office  of  Oil  and 
Gas,  Department  of  the  Interior,  19th  & 
E  Streets  NW.,  Washington,  D.C.  20240. 

John  A.  Love, 

Director,  Energy  Policy  Office. 
November  7,  1973. 

[FR  Doc.73-24109  FUed  11-8-73:12:26  pm] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  19684] 

nr  WORLD  COMMUNICATIONS  INC. 

Order  Extending  Time 

In  the  matter  of  ITT  World  Communi¬ 
cations  Inc.  Petition  under  section  201 
(a)  of  the  Communications  Act  of  1934 
for  connection  with  RCA  Global  Com¬ 
munications,  Inc.  to  provide  telex  and 
message  telegraph  services  to  Guam. 

1.  By  letter  dated  October  26,  1973, 
Western  Union  International,  Inc. 
(WUI)  requests  an  extension  of  time 
within  which  to  file  written  briefs  as 
required  by  the  memorandum  opinion 


and  order  released  in  this  proceeding  on 
July  31.  1973  (FCC-811)  and  the  addi¬ 
tional  infonnation  requested  by  Bureau 
counsel’s  letter  of  September  17,  1973. 

2.  WUI  represents  that  the  requested 
extensions  of  time  are  needed  to  provide 
the  parties  to  this  proceeding  additional 
time  in  which  to  determine  whether  a 
settlement  of  this  matter  can  be  reached, 
and  that,  in  any  event,  WUI  presently 
has  a  staffing  problem.  WUI  also  repre¬ 
sents  that  attorneys  for  RCA  Global 
Communications,  Inc.,  and  ITT  World 
Communications  Inc.,  are  agreeable  to 
this  request. 

3.  In  light  of  the  foregoing  and  the 
order  issued  on  October  31,  1973  by 
Arthur  A.  Gladstone,  Chief  Administra¬ 
tive  Law  Judge,  postponing  other  pro¬ 
cedural  dates  in  this  proceeding,  we  find 
that  good  cause  exists  for  granting  ex¬ 
tensions  of  time. 

Accordingly,  it  is  ordered.  Pursuant  to 
§  0.303(c)  of  the  Commi^ion’s  Rules 
piertaining  to  delegations  of  authority, 
that  the  request  of  WUI  is  granted;  and 

(A)  The  time  in  which  to  file  written 
briefs  pursuant  to  the  Commission’s 
memorandum  opinion  and  order  released 
July  31,  1973  is  extended  until  Decem¬ 
ber  1,  1973; 

(B)  ’The  time  in  which  to  file  reply 
briefs  is  extended  imtil  five  days  there¬ 
after;  and 

(C)  The  time  in  which  to  file  addi¬ 
tional  information  requested  by  Brureau 
counsel’s  letter  of  September  17,  1973  is 
extended  until  November  19.  1973. 

Adopted:  November  2, 1973. 

Released:  November  5,  1973. 

[seal]  Federal  Communications 
Commission, 

Robert  D.  Greenburg, 
Acting  Chief.  International  and, 
Satellite  Communications  Di¬ 
vision. 

[FR  Doc.73-23937  FUed  11-8-73:8:46  am] 


FEDERAL  MARITIME  COMMISSION 

[Section  21  Order] 

U.S.-FLAG  CARRIERS  TRANSPORTING 
DEFENSE  DEPARTMENT  CARGOES 
PURSUANT  TO  MILITARY  SEALIFT 
PROCUREMENT  SYSTEM 

Vessel  Utilization  Data  Report 

Pursuant  to  §  549.5(b)  of  General 
Order  No.  29  (46  CFR  549.5(b)).  the 
Commission  will  establish  and  publish, 
at  least  30  days  prior  to  the  bidding  date 
for  any  future  request  for  proposal 
(RFP)  cycle,  a  uniform  capacity  utiliza¬ 
tion  factor  for  each  Military  Sealift 
Command  (MSC)  trade  route.  Carriers 
responding  to  RFP’s  will  determine  cargo 
unit  cost  on  the  basis  of  such  factor  or  of 
the  actual  number  of  cargo  units  carried, 
whichever  is  greater. 

To  establish  imiform  capacity  utiliza¬ 
tion  factors  for  the  next  RFP  cycle,  the 
Commission  needs  a  report  on  the  actual 
utilization  experience  of  carriers  during 
the  period  January  1,  1973,  to  Decem¬ 
ber  31, 1973. 
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Therefore  it  is  ordered.  That  pursuant 
to  section  21  of  the  l^ipping  Act,  1916 
(46  U.S.C.  820),  each  carrier  listed  in 
Appendix  A  to  this  Order,  and/or  its  of¬ 
ficers,  furnish  to  the  Secretary,  Federal 
Maritime  Commission,  1405  “I”  Street 
NW.,  Washington,  D.C.  20573,  for  the 
period  January  1,  1973,  to  June  30,  1973, 
no  later  than  21  days  from  the  date  this 
order  is  served  and  for  the  period  July  1, 
1973,  to  December  31,  1973,  on  or  before 
February  1,  1974,  a  completed  report  of 
Vessel  Utilization  Data  in  the  format  in¬ 
dicated  as  Appendix  C.  Instructions  for 
preparation  of  the  report  are  provided  in 
Appendix  B.  A  responsible  corporate  of¬ 
ficer  shall  certify  the  accuracy  of  the 
reported  data. 

By  the  Commission. 

[seal]  Francis  C.  Hurnet, 

Secretary. 

Appendix  A 

CARRIERS  WHICH  CARRIED  MSC  CARGO  DURING 
RFP-700,  1ST  AND  2ND  CTCI.ES 

Container  and  Breakbulk 
July  1,  1972^une  30,  1973 

American  Export  Lines,  Inc., 

17  Battery  Place, 

New  York,  N.Y.  10004. 

American  Mall  Line,  Ltd., 

1010  Washington  BuUding, 

Seattle,  Wash.  98101. 

American  President  Lines, 

601  California  Street, 

San  Francisco,  Calif.  94108. 

Lykes  Bros.  Steamship  Co.,  Inc., 

300  Poydras, 

New  Orleans,  La.  70153. 

Pacific  Far  East  Line,  Inc., 

1  Embarcadero  Center, 

San  Francisco,  Calif.  94111. 
Prudential-Grace  Lines,  Inc., 

1  New  York  Plaza. 

New  York,  N.Y.  10004. 

Sea-Land  Service,  Inc., 

P.O.  Box  1050, 

Elizabeth,  N.J.  07207. 

'  Seatrain  Lines,  Inc., 

Port  Seatrain. 

Weehawken,  N.J.  07087. 

States  Marine-Isthmian  Agency,  Inc., 

High  Ridge  Park, 

P.O.  Box  1540, 

Stamford,  Conn.  06904. 

States  Steamship  Co., 

320  California  Street, 

San  Francisco,  Calif.  94104. 

United  States  Lines,  Inc., 

1  Broadway, 

New  York,  N.Y.  10004. 

Waterman  Steamship  Corp., 

P.O.  Box  1707, 

61  St.  Joseph  Street, 

Mobile,  Ala.  36601. 

Appendix  B 

INSTRUCTIONS  FOR  PREPARATION  OP  “REPORT 
OF  VESSEL  utilization” 

1.  This  order  requires  two  reports  of  vessel 
utilization  for  voyages  terminated  during 
calendar  year  1973. 

A.  A  report  covering  the  six  months  ended 
June  30,  1973,  due  within  21  days  from  date 
of  order;  and 

B.  A  report  covering  the  six  months  end¬ 
ing  December  31,  1973,  due  February  1,  1974. 

Reports  are  to  Include  each  terminated 
voys^  which  was  offered  for  the  carriage  of 
MSC  cargo  during  the  reporting  period.  Indi¬ 


cate  vessel  name  and  termination  date  of 
eacffi  voyage  reported. 

a.  Pr^Mure  a  separate  report  txx  each  MSC 
route  Index  and  zone  on  which  there  were 
terminated  voyages  carrying  cargo  Inboimd  or 
outbound  (to  or  from  continental  UB.)  *  dur¬ 
ing  the  reporting  periods  January  1,  1973,  to 
Jime  30.  1973,  and  July  1,  1973,  to  Decem¬ 
ber  31.  1973. 

3.  On  each  route  index  or  zone  report,  Indi¬ 
cate  the  name  of  each  vessel  for  which  a  voy¬ 
age  was  reported  In  response  to  question  1, 
the  tjqie  of  vessel  (C-4  Containershlp,  Ro-Ro, 
LASH,  etc.) ,  and  the  capacity  of  the  vessel  In 
20-foot  equivalent  units  -  for  containershlps 
and  in  bale  cubic  capacity  for  breakbulk 
vessels. 

4.  For  each  voyage  reported  in  response  to 
question  1  above,  list  the  number  of  military 
20-foot  equivalent  units  and  the  number  of 
commercial  20-foot  equivalent  units  for  con¬ 
tainershlps  and  the  stowed  measurement 
tons  for  breakbulk  vessels  carried  in  the  re¬ 
porting  periods.’  List  military  and  other  out- 


*  These  reports  are  not  to  Include  Interport 
cargo  movements  (e.g.  Route  Index  16,  Zone 

A,  Hawaii  to  Hong  Kong,  Mid-Pacific  Islands, 
Philippines,  Ryukus,  Taiwan,  Is  not  to  be  in¬ 
cluded  in  said  reports). 

*  20-foot  equivalent  units  are  containers 
measuring  8'  x  8'  x  20'  or  1,280  cubic  feet  ex¬ 
ternal  measurement. 

*  This  shall  be  reported  In  ccwnpllance  with 
the  requirements  of  Title  46  CFTl  549.5(b) 
(3),  "All  utilization  will  be  round  voyage 
utilization  and  will  be  based  upon  reported 
utilization  of  vessel  on  clearance  at  last  con¬ 
tinental  U.S.  port  (Including  Vancouver, 

B. C.,  Canada)  outbound,  and  arrival  at  first 
continental  U.S.  port  inbound.  The  maximum 
capacity  both  below  and  on  deck  should  be 
100  percent.” 


bound  and  Inbound  movements  as  separate 
categories  of  cargo  for  each  MSC  route  index 
and/or  zone  reported  in  response  to  question 
2  above. 

Appendix  C  Is  a  sample  of  the  format  of 
this  data  requirement. 

5.  Identify  in  a  footnote  to  the  report  each 
voyage  affected  by  strikes.  For  each  such 
voyage,  indicate: 

A.  Location  and  duration  of  strike; 

B.  Effect  of  strike  on  niunber  of  days  to 
complete  the  voyage;  and 

C.  Effect  on  amovmt  and  mix  of  cargo. 

6.  Identify  In  a  footnote  to  the  report  each 
vessel  and  voyage  which  was  not  offered  for 
the  carriage  of  MSC  cargo;  state  the  reasons 
for  not  so  offering. 

7.  Each  report  shall  Include  a  certification 
by  the  corporate  oflBcer  responsible  for  the 
maintenance  of  statistical  and  accounting 
lecords.  Said  certification  shall  state  the  fol¬ 
lowing  : 

I,  the  undersigned _ 

(type  or  print  name  and  title 

- of _ 

of  certifying  officer)  (full  name  of  carrier) 

certify  that  the  above  statistics  are  true  and 
accurate  to  the  best  of  my  knowledge. 

Signature :  _ 

Date :  _ 

Appendix  C 

,  COMPANY  NAME 
COMPANY  ADDRESS 

REPORT  OF  VESSEL  UTILIZATION  IN¬ 
CLUDING  UB.  DEPARTMENT  OF  DE¬ 
FENSE  C.4RGOES  PURSUANT  TO  THE 
MILITARY  SEALIFT  PROCUREMENT 

SYSTEM  DURING  THE  PERIOD  _ 

TO _ 

Route  Index: _ 

Zone: _ 


.  Actual  Utilization' 

t 

(Report  TEUs  for  containcrsliips  and  report  measurement  tons  stowed  for  breakbulk  vessels) 


Voyage  Outbound  cargo  Inbound  cargo 

Number  Termination  RISC  Other  Total  MSC  Other  Total 
date 


Vessel  type. . . . 

Vessel  name  and  capacity. 


Totals  by  vessel  type. 


Total. 


Certification: 


[FR  Doc.73-23868  Filed  ll-8-73;8:45  am] 


U.S./EUROPE  DISCUSSION  AGREEMENT 
Extension  of  Agreement 

Notice  Is  hereby  given  that  the  fol¬ 
lowing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
sectlcm  15  of  the  Shipping  Act.  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.  814) . 

Interested  parties  msiy  Inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1405  I  Street  NW., 
Room  1015;  or  may  inspect  the  agree¬ 
ment  at  the  Field  Offices  located  at- New 


York,  N.Y.,  New  Orleans,  Louisiana,  and 
San  Francisco,  California.  Comments  on 
such  agreements,  including  requests  for 
hearing,  may  be  submitted  to  the  Secre¬ 
tary,  Federal  Maritime  Commission, 
Washington,  D.C.  20573,  November  19, 
1973.  Any  person  desiring  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the  mat¬ 
ters  upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  discrimina¬ 
tion  or  unfairness  shall  be  accompanied 
by  a  statement  describing  the  di^rimi- 
nation  or  unfairness  with  particularity. 
If  a  violation  of  the  Act  or  detriment 
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to  the  commerce  of  the  United  States  Is 
alleged,  the  statement  shall  set  forth 
with  particularity  the  acts  and  circum¬ 
stances  said  to  constitute  such  violation 
or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by; 

Howard  A.  Levy,  Esq.,  Suite  631,  17  Battery 
Place,  New  York,  New  York  10004. 

Agreement  No.  10022-1  extends  the 
original  effective  period  of  the  original 
agreement  for  an  additional  six  months 
from  its  current  expiration  date  of  No¬ 
vember  30,  1973,  in  accordance  with  the 
terms  thereof. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated;  November  6,  1973. 

Francis  C.  Hurney, 

Secretary. 

[PR  Doc.73-23946  Filed  ll-8-73;8:46  am] 


FEDERAL  POWER  COMMISSION 

DEVON  CORP. 

[Docket  No.  CI74-223,  et  al  ] 

Notice  of  Applications 

November  1,  1973. 

Take  notice  that  on  October  11,  1973, 
Devon  Corp.  (Applicant),  3300  Liberty 
Tower,  Oklahoma  City,  Oklahoma  73102, 
filed  in  Docket  No.  CI74-223,  et  al.,  ap- 
pUcations  pursuant  to  section  7(c)  of  the 
Natural  Gas  Act  for  certificates  of  public 
convenience  and  necessity  authorizing 
Applicant  to  continue  in  part  sales  for 
resale  and  deliveries  of  natural  gas  in  in¬ 
terstate  commerce  heretofore  authorized 
to  be  made  by  Commonwealth  Gas  Corp. 
(Commonwealth),  all  as  more  fully  set 
forth  in  the  applications  which  are  on 
file  with  the  Commission  and  open  to 
public  inspection. 

Applicant  states  that  it  has  acquired 
in  part  the  producing  properties  of  Com¬ 
monwealth  and  proposes  to  continue 
without  change  sales  of  natural  gas  in 
interstate  commerce  authorized  to  be 
made  by  Commonwealth. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  should  on  or  before  Novem¬ 
ber  23,  1973,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426, 
petitions  to  intervene  or  protests  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10),  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding  or  to  par¬ 
ticipate  as  a  party  in  any  hearing  therein 
must  file  a  petition  to  intervene  in  ac¬ 
cordance  with  the  Commission’s  rules. 


Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  hearings  will  be  held  without 
further  notice  before  the  Commission  on 
these  applications  if  no  petitions  to  inter¬ 
vene  are  filed  within  the  time  required 
herein.  If  the  Commission  on  Its  own 
review  of  the  matters  finds  that  a  grant 
of  the  certificates  is  required  by  the  pub¬ 
lic  convenience  and  necessity.  If  petitions 


[Docket  No.  CP74-6J 

ALGONQUIN  GAS  TRANSMISSION  CO. 

Order  Granting  Interventions  and 
Scheduling  Formal  Hearings 

October  30,  1973. 

On  July  5, 1973,  Algonquin  Gas  ’Trans¬ 
mission  Company  (Applicant)  filed  In 
Docket  No.  CP74-5  an  application  pur¬ 
suant  to  section  7(c)  of  the  Natural  Gas 
Act  for  a  certificate  of  public  convenience 
and  necessity  authorizing  the  sale  for  re¬ 
sale  and  delivery  of  synthetic  gas  in  in¬ 


fer  leave  to  intervene  are  timely  filed,  or 
if  the  Commission  on  its  own  motion  be¬ 
lieves  that  formal  hearings  are  required, 
further  notice  of  such  hearings  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearings. 

Kenneth  F.  Plumb, 

Secretary. 


ern) ,  Applicant’s  natural  gas  supplier,  all 
as  more  fully  set  forth  in  the  application. 

In  the  Commission’s  Opinion  No.  637, 
issued  on  December  7,  1972,  in  Docket 
Nos.  CP72-35,  et  al.,  applicant  was  au¬ 
thorized  to  transport  and  sell  in  Inter¬ 
state  commerce  for  resale  during  the 
winter  period  from  October  16  through 
April  15  to  its  then  existing  customers 
synthetic  gas  purchased  from  and  man¬ 
ufactured  by  Algonquin  SNG,  Incorpo¬ 
rated,  Applicant’s  subsidiary,  in  its  syn¬ 
thetic  gas  plant  in  Freetown,  Massa¬ 
chusetts.  Applicant,  however,  estimates 
that  the  requirements  of  its  customers 


Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  terstate  commerce  to  Texas  Eastern 
to  the  jurisdiction  conferred  upon  the  Transmission  Corporation  (Texas  East- 


Docket  No. 
and 

date  filed 

Applicant 

Purchaser  and  location 

Price 

per 

Mcf 

Pres¬ 

sure 

base 

Cn4-223 . 

.  Devon  Corp.  (successor  to  Com- 

Columbia  Gas  Transmission  Corp.,  Cooper’s 

28.0 

16.325 

(CI70-381) 
C174-224 . 

monwealth  Gas  Corp.). 

. do . 

Creek  Field,  Kanawha  County,. W.  Va. 

.  Cities  Service  Oil  Co.,  Elk  District,  Kanawha 

16.0 

15.3-25 

(C 164-613) 
CI74-225 . 

. do . 

County,  W.  Va. 

.  PIP  Petroleum  Co.,  Butler  District,  Wayne 

17.0 

15.325 

(CI63-1243) 
CI74-226 . 

. . do . 

County,  W.  Va. 

.  Coliunbia  Oas  Transmission  Corp.,  Poca  Dis- 

>  20.0 

15.325 

(0-612.’>) 
Cm-227 . 

. do . 

trict,  Kanawha  County,  W.  Va. 

. do . 

>20.0 

15.3-25 

(0-6125) 

CI74-2« . . 

. do . . 

.  Columbia  Gas  Traosmis-sion  Corp.,  Wacotock 

21.50 

15.325 

(0-61‘2.5) 
CI74-229 . . 

. do . . 

Division,  Logan  County,  W.  Va. 

.  Columbia  Gas  Transmission  Corp.,  Rocky  Fork 

28.0 

15.3-25 

(C 169-270) 
CI74--230 . . 

. do . 

Field,  Kanawha  County,  W.  Va. 

.  Columbia  Oas  Transmission  Corp.,  Washington 

28.0 

15.325 

(CI68-152) 
C174-231 . 

. do . 

District,  Kanawha  County,  W.  Va. 

.  Consolidated  Gas  Supply  Corp.,  Ripley  Dis- 

27.0 

15.3-25 

(C 169-1233) 
C174-232 . 

. do . 

trict,  Jackson  County,  W.  Va. 

.  Columbia  Gas  Transmission  Corp.,  North  Rip- 

32.0 

15.325 

(CI71-715) 

C 174  233 . 

. do.._. . 

ley  Field,  Jackson  County,  W.  Va. 

.  Columlria  Oas  Transmission  Corp.,  Ravens- 

>29.0 

16.325 

(0-6125) 
CI74-234 . 

. do . 

wood  District,  Jackson  County,  W.  Va. 

.  Columbia  Oas  Transmission  Corp.,  North  Rip- 

32.0 

16.325 

(CI71-522) 
C174-’23.5 . 

. do . 

ley  Field,  Jackson  County,  W.  Va. 

_ do . 

32.0 

15.325 

(C171-501) 

CI74  236 . 

. do . 

.  Columbia  Gas  Transmission  Corp.,  Ripley  Dis- 

«20.0 

15.325 

(0-612.5) 
CI74-237 . 

. do . 

trict,  Jackson  County,  W.  Va. 

.  Columbia  Oas  Transrai^on  Corpi,  North  Rip- 

32.0 

15.325 

(CI71-120) 
CI74-238 . 

. do . 

ley  Field,  Jackson  County,  W.  Va. 

.  Columbia  Oas  Transmission  Corp.,  South 

32.0 

15.325 

(C 172-225) 
CJ74-239 . 

. do . 

Ravenswood  Field,  Jackson  County,  W.  Va. 

.  Columbia  Oas  Transmission  Corp.,  Ravens- 

28.0 

15.3-25 

(C 170-248) 
CI74-240 . 

. do . 

wood  Field,  Jackson  County,  W.  Va. 

.  Columbia  Oas  Transmission  Corp.,  South 

32.0 

15.325 

(CI72-5) 
C174-241 . 

. . do . 

Ravenswood  Field,  Jackson  County,  W.  Va. 
_ Columbia  Gas  Transmission  Corp.,  Ripley 

20.0 

15.325 

(0-612.5) 
CI74-242 . 

. . do . . 

District,  Jackson  County,  W.  Va. 

_  Columbia  Gas  Transmission  Corp.,  North 

32.0 

16.325 

(CI70-8M)  Ripley  Field,  Jackson  County,  W.  Va. 


I  Filed  rate  under  predecessor's  rate  schedule  is  18  cents  per  Mc(  at  15.325  p.s.i.a.  (Supplement  No.  4  to  Common¬ 
wealth  (las  Corp.  FPC  Oas  Rate  Schedule  No.  .5). 

>  Filed  rate  under  predecessor’s  rate  scliodule  is  18  cents  i)er  Mcf  at  15.325  p.s.i.a.  (Supplement  No.  4  to  Common¬ 
wealth  Gas  Corp.  FPC  Oas  Rate  Schedule  No.  3).  ‘ 

>  Filed  rate  under  predecessor’s  rate  schedule  Is  13.5  cents  per  Mcf  at  15.325  p.s.i.a.  (Supplement  No.  2  to  Conunon- 
wealth  Oas  Corp.  FPC  Oas  Rate  Schedule  No.  10). 

•  Filed  rale  under  predecessor’s  rate  schedule  Is  18  cents  per  Mcf  at  15.325  p.s.i.a.  (Supplement  No.  1  to  Common¬ 
wealth  Oas  Corp.  FPC  Oas  Rate  Schedule  No.  0). 

Filing  code;  A— Initial  service. 

B— Abandonment. 

C— Amendment  to  add  acreage. 

D— Amendment  to  delete  acreage. 

E — Succession. 

F — Partial  sueces.sion. 


[PR  D<JC.73-23820  PUed  ll-8-73;8:45  am] 
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during  that  period  win  not  equal  the 
maximum  dally  capacity  of  the  plant  in 
the  foreseeable  future.  It  therefore  re¬ 
quests  authorization  to  seU  for  ten  years 
the  balance  of  the  synthetic  gas  plant’s 
output  not  required  by  its  existing  cus¬ 
tomers  to  Texas  Eastern  on  a  daily  basis. 
This  is  expected  to  consist  of  almost  aU 
of  the  plant’s  summertime  output,  110,000 
to  120,000  Mcf  of  synthetic  gas  per  day, 
and  a  portion  of  the  wintertime  output, 
estimated  to  be  28,539  Mcf  of  ssmthetic 
gas  per  day  in  1973-74,  23,439  Mcf  per 
day  in  1974-75,  and  18,819  Mcf  per  day 
in  1975-76.  Deliveries  would  be  made  by 
means  of  a  displacement  arrangement 
whereby  Applicant  would  “back  off”  on 
its  takes  from  Texas  Eastern  at  the  ex¬ 
isting  delivery  points.  Texas  Eastern 
would  be  charged  under  Applicant’s  ex¬ 
isting  SNG-1  Rate  Schedule,  FPC  Gas 
Tariff,  Original  Volume  No.  1,  for  the 
winter  sales  at  an  estimated  average  rate 
of  $2.78  per  Mcf  of  synthetic  gas  and 
under  its  proposed  SNG-2  Rate  Schedule, 
FPC  Gas  Tariff,  Original  Volume  No.  1, 
for  summer  sales  at  an  average  rate  of 
$1.3802  per  Mcf  of  synthetic  gas.*  If  Ap¬ 
plicant’s  contract  with  its  feedstock  sup¬ 
plies  permits,  Texas  Eastern  has  the  right 
to  substitute  its  own  feedstock  at  prices 
not  in  excess  of  that  available  to  Appli¬ 
cant  under  the  contract. 

Timely  petitions  to  intervene  were  filed 
by  the  following:  Texas  Eastern  Trans¬ 
mission  Corporation,  Philadelphia  Elec¬ 
tric  Company,  Long  Island  Lighting, 
Rhode  Island  Consumers’  Council,  and 
jointly  by  The  Brooklyn  Union  Gas  Com¬ 
pany,  Consolidated  Edison  Company  of 
New  York,  Public  Service  Electric  and 
Gas  Company,  Boston  Gas  Company, 
Bristol  and  Warren  Gas  Company, 
Brockton  Taimton  Gas  Company,  Cape 
Cod  Gas  Company,  Commonwealth  Gas 
Company,  The  Connecticut  Gas  Com¬ 
pany,  Connecticut  Natural  Gas  Company, 
Fall  River  Gas  Company,  The  Hartford 
Electric  Light  Company,  New  Bedford 
Gas  and  Edison  Light  Company,  The 
Newport  Gas  Light  Company,  North 


*  Applicant  originally  filed  on  April  13, 1973, 
concurrent  with  the  filing  of  its  initial  Rate 
Schedule  SNG-l,  a  change  In  its  SNG-1  rate 
to  recoup  the  cost  of  feedstock  related  to  the 
synthetic  gas.  That  filing,  which  was  assigned 
Docket  No.  RP73-98,  was  rejected  by  Com¬ 
mission  order  Issued  June  5,  1973,  on  the 
basis  that  the  Initial  Rate  Schedule  SNG-1 
was  being  rejected.  On  June  8.  1973,  Appli¬ 
cant  refiled  its  Initial  Rate  Schedule  SNG-1 
and  concurrently  filed  Ih  Docket  No.  BP73- 
98  the  same  change  in  Rate  Schedule  SNG-1. 
On  August  10, 1973,  the  initial  Rate  Schedule 
SNG-1  was  accepted  by  the  Commission 
(conditioned  upon  modification  of  the  mini¬ 
mum  blU  provision  which  has  since  been 
done)  but  by  subsequent  order  Issued  Au¬ 
gust  29,  1973,  the  Commission  again  rejected 
the  SNG-1  rate  change  in  Docket  No.  RP73- 
98.  Applicant  filed  on  September  11.  1973,  a 
revised  SNG  rate  change  which  would  change 
the  rate  for  SNG-1  service  to  an  average  of 
$2.7846  per  Mcf,  based  on  a  demand  charge 
of  $22,389  per  Mcf  and  a  commodity  charge 
of  $1.7468,  the  latter  being  predicated  on  a 
cost  of  SNG  plant  feedstock  of  16  cents  per 
gallon. 


Attleboro  Gas  Company,  Pequot  Gas 
Company.  Providence  Gas  Company, 
SooQi  County  Gas  Company,  Hie  South¬ 
ern  Connecticut  Gas  Company,  and 
Tiverton  Gas  Company,  hereinafter  re¬ 
ferred  to  as  Algonquin  customer  group. 

Timely  notices  of  Intervention  were 
filed  by:  Town  of  Middleborough,  Mu¬ 
nicipal  Gas  and  Electric  Department, 
and  .the  City  of  Norwich,  Department  of 
Public  Utilities,  jointly  with  the  Algon¬ 
quin  customer  group.  The  City  of  New 
York,  and  The  Public  Service  Commission 
of  New  York. 

Formal  hearings  were  requested  by: 
The  New  York  Public  Service  Commis¬ 
sion,  the  19  members  of  the  Algonquin 
customer  group,  and  a  customer  of  Texas 
Eastern,  Philadelphia  Gas  Works 
(PGW) . 

The  stated  purpose  of  the  proposed  sale 
is  to  help  alleviate  the  burden  of  ex¬ 
pected  curtailments  of  deliveries,  esti¬ 
mated  to  be  in  the  neighborhood  cf  17 
percent  in  the  coming  year,  by  Texas 
Eastern  upon  its  customers.  Also,  based 
on  the  presently  filed  Rate  Schedule 
SNG-1,  and  the  pro  forma  SNG-2  Rate 
Schedule  in  the  subject  application, 
Algonquin  avers  it  will  not  recover  the 
fun  cost  of  synthetic  gas  service  by  rea¬ 
son  of  plant  costs  which  are  higher  than 
originaUy  estimated.  For  the  first  three 
full  years  of  operation,  including  the 
service  to  Texas  Eastern  proposed  herein. 
Applicant  indicated  a  net  loss  ranging 
from  $4,734,172  in  the  first  year  to 
$3,458,378  in  the  third  year.  On  an  incre¬ 
mental  basis,  it  shows  the  sjmthetic  gas 
sale  to  Texas  Eastern  will  result  in  in¬ 
cremental  net "  income  ranging  from 
$4,885,880  to  $3,875,835  for  the  first  three 
years  of  operation. 

The  19  members  of  the  Algonquin  cus¬ 
tomer  group  point  out  that  were  this 
application  grantee’,  and  the  Commission 
were  to  approve  the  proposed  sale  this 
coming  winter  of  28,539  Mcf  to  Texas 
Eastern*  under  Rate  Schedule  SNG-1, 
and  if  in  fact  the  synthetic  gas  facilities 
are  unable  to  procuce  sufficient  quanti¬ 
ties  of  synthetic  gas  to  meet  all  of 
Algonquin’s  delivery  obligations  under 
this  rate  schedule  on  any  given  day,  a 
service  question  arises  as  to  which  cus¬ 
tomers  are  entitle^,  tr  receive  a  priority 
for  the  delivery  of  synthetic  gas.  That 
group  also  places  in  issue  Algonquin’s 
failure  to  include  in  proposed  Rate 
Schedule  SNG^2  a  provision  that  would 
obligate  Algonquin  to  make  reductions  in 
its  demand  charge  whenever  it  is  unable 
to  deliver  to  its  customers  the  volumes 
of  synthetic  gas  it  is  obligated  to.  To  the 
extent  that  these  two  issues  have  not 
heretofore  been  disposed  of  by  the  Com- 


*  Applicant  states  In  its  application  that  its 
existing  customers  can  periodically  revise 
their  gas  requirements  from  the  volumes  of 
synthetic  gas.  However,  the  power  to  revise 
Is  only  for  the  following  winter  period.  In 
addltlm,  according  to  precedent  agreements 
wtth  each  customer.  Applicant  has  to  agree 
to  any  modification. 


mission,  they  ought  to  be  examined  more 
fully  in  this  record. 

PGW  points  out  that  in  Docket  No. 
RP74-2,  Texas  Eastern  has  filed  a  related 
petition  for  a  declaratory  order  permit¬ 
ting  inclusion  of  the  proposed  Algonquin 
sjmthetic  gas  purchases  in  the  Purchase 
Gas  Cost  Adjustment  (PGA)  provision  of 
Texas  Eastern’s  FPC  Gas  Tariff.  PGW 
questions  whether  this  is  proper  and 
whether  such  “rolled  in”  rate  treatment 
of  the  Algonquin  synthetic  gas  resales 
may  increase  improperly  Texas  Eastern’s 
system- wide  gas  costs.  These  issues,  while 
related  to  the  application  in  this  docket, 
will  be  properly  disposed  of  in  Docket  No. 
RP74-2. 

For  sale  during  the  period  March  16 
through  November  15,  Algonquin  pro¬ 
poses  a  new  Rate  Schedule  SNG-2,  with 
a  demand  charge  of  $5  per  Mcf  per 
month,  and  a  commodity  charge  which 
will  fluctuate  from  month  to  month.  The 
commodity  charge  in  SNG-2  is  $1.24  per 
Mcf  based  on  an  estimated  feedstock  cost 
of  12  cents  per  gallon  of  naphtha.  This 
is  equivalent  to  an  average  rate  of  $1.38 
per  Mcf,  compared  to  the  rate  of  $1.80 
ordered  by  the  Commission  in  Order  No. 
627  (and  $2.78  as  filed  for  in  Docket  No. 
RP73-98).  More  detailed  information  on 
this  rate  to  Texas  Eastern  and  the  effect 
thereof  are  necessary  to  evaluate  the  sale 
in  the  light  of  the  public  convenience  and 
necessity. 

As  stated  in  our  order  issued  June  6, 
1973,  in  Tecon  Gasification  Company, 
et  al.,  “our  jurisdiction  attaches  to  syn¬ 
thetic  gas  once  it  becomes  mixed  with 
natural  gas  flowing  in  interstate  com¬ 
merce  *  •  •  and  all  matters  related  to  the 
transportation  and  sale  for  resale  of  such 
gas  in  interstate  commerce  are  subject 
to  our  regulatory  control.”  We  stated 
that  in  order  to  show  that  a  proposal  is 
in  the  public  interest  there  must  be  a 
“showing,  inter  alia,  of  the  reliability  of 
the  synthetic  gcA  supply,  which  in  this 
case  is  a  function  of  feedstock  supply  and 
plant  reliability,  the  economic  feasibility 
of  the  total  synthetic  gas  project,  the 
availability  of  a  market  for  the  gas  it 
proposes  to  transport  and  sell,  the  rea¬ 
sonableness  of  the  rate  treatment  it  pro¬ 
poses,  overall  financiability,  and  other 
matters  as  specified  in  our  regulations 
under  Section  7  of  the  Natural  Gas  Act.” 
Similarly  here,  Algonquin  must  establish 
that  its  proposal  in  ^cket  No.  CT*74-5 
shows  all  the  above,  especially  indicating 
how  such  an  estimated  deficit  incurred 
in  the  first  years  of  operation  will  not 
cause  failure. 

In  Opinion  No.  637,  issued  December  7, 
1972  in  Docket  Nos.  CP72-35,  et  al., 
mimeo  at  7,  the  Commission  held  ir  re¬ 
gard  to  this  syntlietic  gas  facility,  “The 
facilities  to  be  employed  in  the  manu¬ 
facture  and  transport  of  synthetic  gas 
are  not  within  our  jurisdiction,  and  the 
operating  company,  Algonquin  SNG,  is 
not  a  jurisdictional  entltjr”.  ’This  status 
remains  the  same  and  no  new  facilities 
have  been  proposed. 
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The  Commission  finds: 

(1)  It  is  desirable  and  called  for  by 
the  public  convenience  and  necessity  to 
allow  the  aforementioned  petitioners  to 
intervene  in  the  above  docket  in  order 
that  they  may  establish  the  facts  and 
the  law  from  which  the  nature  and 
validity  of  their  alleged  rights  and  in¬ 
terests  may  be  determined. 

(2)  It  is  necessary  and  in  the  pifi}lic 
convenience  that  the  proceeding  involv¬ 
ing  the  above-named  applicant  be  set 
for  hearing. 

The  Commission  orders: 

(-■-)  The  above-named  petitioners,  who 
have  petitioned  to  intervene  in  the  pro¬ 
ceedings  herein,  are  permitted  to  inter¬ 
vene  in  this  proceeding  subject  to  the 
rules  and  regulations  of  the  Commission: 
Provided,  however.  That  the  participa¬ 
tion  of  such  intervenors  shall  be  limited 
to  matters  affecting  asserted  rights  and 
interests  as  specifically  set  forth  in  said 
petitions  for  leave  to  intervene;  And 
provided  further.  That  the  admission  of 
such  intervenors  shall  not  be  construed 
as  recognition  by  the  Commission  that 
they  or  any  of  them  might  be  aggrieved 
because  of  any  order  or  orders  of  the 
Commission  entered  in  this  proceeding. 

(B>  The  direct  case  of  the  Applicant 
and  all  intervenors  in  support  thereof 
shall  be  filed  and  served  on  all  parties  on 
or  before  November  20,  1973.  The  Presid¬ 
ing  Administrative  Law  Judge  shall  fix 
dates  for  the  filing  of  answering  testi¬ 
mony  after  completion  of  cross- 
examination  on  direct  testimony. 

(C)  A  formal  hearing  shall  be  con¬ 
vened  in  this  proceeding  in  a  hearing 
room  of  the  Federal  Power  Commission, 
825  North  Capitol  Street  NE.,  Washing¬ 
ton,  D.C.,  on  December  11,  1973,  at  10 
a.m.  (e.s.t.).  Such  hearing  shall  consider 
testimony  on  the  issues  listed  above  and 
any  other  issues  which  may  be  relevant 
to  this  proceeding.  The  Chief  Adminis¬ 
trative  Law  Judge  will  designate  an  ap¬ 
propriate  officer  of  the  Commission  to 
preside  at  the  formal  hearing  of  these 
matters,  pursuant  to  the  Commission’s 
rules  of  practice  and  procedure. 

By  the  Commission. 

(seal]  Kenneth  P.  Plumb, 

Secretary. 

(PR  Doc.73-23898  Filed  11-8-73:8:45  ami 


[Docket  No.  CP74-1041 

COLUMBIA  GULF  TRANSMISSION  CO. 

Notice  of  Application 

November  2, 1973. 

Take  notice  that  on  October  18,  .1973, 
Columbia  Gulf  Transmission  Company 
(Applicant),  P.O.  Box  683,  Houston, 
Texas  77001,  filed  in  Docket  No.  CP74-104 
an  application  pursuant  to  section  7  of 
the  Natural  Gas  Act  and  §  157,7(g)  of  the 
regulations  thereunder  (18  CFR  157.7 
(g))  for  a  certificate  of  pubUc  conven¬ 
ience  and  necessity  authorizing  the  con¬ 
struction  and  for  permission  and  ap¬ 
proval  for  the  abkndonment,  for  the  cal¬ 


endar  year  1974,  and  operaticm  of  field 
gas  compression  and  related  metering 
and  appurtenant  facilities,  all  as  more 
fully  set  forth  in  the  application  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

The  stated  purpose  of  this  budget-type 
application  is  to  augment  Applicant’s 
ability  to  act  with  reasonable  dispatch 
in  the  construction  and  abandonment  of 
facilities  which  will  not  result  in  chang¬ 
ing  Applicant’s  system  salable  capacity 
or  service  from  that  authorized  prior  to 
filing  of  the  instant  application. 

Applicant  states  that  the  total  cost  of 
the  proposed  construction  and  abandon¬ 
ment  will  not  exceed  $2,000,000,  nor  will 
the  cost  of  any  single  project  exceed 
$500,000. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Novem¬ 
ber  26,  1973,  file  with  the  Federal  Power 
Commission,  Washington,  D.C,  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10),  and  the  reg¬ 
ulations  under  the  Natural  Gas  Act  (18 
CFR  157.10).  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  pro- 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub¬ 
lic  convenience  and  necessity.  If  a  peti¬ 
tion  for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re¬ 
quired,  further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  imless  otherwise  advised,  it  will  be 
imnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

|FB  Doc.73-23899  FUed  ll-«-73;8:45  am) 


(Docket  No.  Rr74-451 

EDWIN  L.  COX 
Petition  for  Special  Relief 

November  2. 1973. 

Take  notice  that  on  Augxist  27,  1973, 
Edwin  L.  Cox  (Petitimier) ,  3800  First 
National  Bank  Building,  D^as,  Texas 
75202,  filed  a  petition  for  special  relief  In 


Docket  No.  RI74-45,  pursuant  to  §  2.76 
of  the  Commission's  General  Policy  and 
Interpretations.  Petitioner  requests  per- 
missicm  to  file  a  rate  increase  from 
18.7796  to  40.615  cents  per  Mcf,  including 
tax  reimbursement,  for  sales  of  natural 
gas  to  Michigan  Wisconsin  Pipe  Line 
Company  from  a  prc^iosed  new  well  in 
L^ora  Field,  Dewey  Coimty,  Oklahoma 
under  its  FPC  Gas  Rate  Schedule  No.  66. 

Petitioner  states  that  a  new  well  can 
be  completed  in  a  formerly  producing 
reservoir  on  acreage  covered  by  the  sub¬ 
ject  rate  schedule  and  that  an  additional 
1,000,000  Mcf  of  recoverable  reserves  can 
be  obtained.  The  present  well  no  longer 
produces  into  the  interstate  market.  Re¬ 
completion  of  the  present  well  is  impos¬ 
sible  due  to  dowmhole  complications.  The 
estimated  costs  of  a  new  well  is  $160,000. 
The  operating  costs  for  the  estimated 
six-year  life  of  the  new  reservoir  would 
be  $36,000,  wdth  taxes  on  production  re¬ 
quiring  an  additional  outlay  of  some 
$22,400.  The  estimated  total  out-of- 
pocket  outlay  over  the  life  of  the  reser¬ 
voir  would  be  some  $218,400.  Petitioner 
further  states  that,  if  successful,  the 
value  to  his  86.3  percent  net  working 
interest  in  total  production  at  40<p  per 
Mcf  would  be  $345,000,  and  that  this  is 
less  than  a  10  percent  return  on  an  an¬ 
nual  basis. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  petition  should  on  or  before  Novem¬ 
ber  20,  1973,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  party  wishing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  in  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission’s 
rules. 

Kenneth  F.  Plumb, 
Secretary. 

(FR  Doc.73-23901  Filed  11-8-73:8:46  am) 


(Docket  No.  CP73-47,  etc.) 

EASCOGAS  LNG,  INC.,  ET  AL. 

Order  Granting  Petition  for  a  Shortened 
Time  Period  for  Comment  on  Providence 
Draft  Environmental  Impact  Statemeid 

October  30,  1973. 

In  the  matter  of  Eascogas  LNG,  Inc., 
Docket  No,  CP73-47,  CP73-88;  Algonquin 
LNG,  Inc.,  Docket  No.  CP73-139;  Algon¬ 
quin  Gas  Transmission  Co.,  Docket  No. 
CP73-197;  New  England  LNG  Company, 
Inc.,  Docket  No.  CT73-199. 

Pursuant  to  the  Commission’s  order 
of  August  7,  1973,  formal  hearing  in  the 
above-entitled  proceedings  commenced 
on  September  18,  1973. 

On  September  24, 1973,  Eascogas  LNG, 
Incorporated,  Algonquin  LNG,  Incor- 
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porated,  Algonquin  Gas  Transmission 
Company,  and  New  England  LNG  Com¬ 
pany,  Incorporated,  hereinafter  referred 
to  collectively  as  “Applicants^”  filed  a 
joint  Petition  for  an  Order  Setting  the 
Time  Period  for  Public  Comment  on  the 
Providence  Draft  Environmental  Impact 
Statement  at  21  Days. 

On  September  4,  1973,  the  Commission 
Staff  issued  and  circulated  for  comment 
its  Draft  Environmental  Impact  State¬ 
ment  addressed  to  the  Staten  Island  por¬ 
tion  of  the  above-docketed  proceedings. 
That  draft  statement  considered  the  en¬ 
vironmental  aspects  of  only  that  portion 
of  the  Eascogas  project  which  Involves 
the  importation  of  liquefied  natural  gas 
(LNG)  to  terminalling  facilities  located 
on  Staten  Island  and  owned  by  Distrigas 
of  New  York  Corporation  (DONY).  Ap¬ 
proximately  65  percent  of  the  quantities 
contemplated  by  the  Eascogas  project 
will  be  imported  to  DONY’s  facilities.  As 
prescribed  by  §  2.82(b)  of  the  Commis¬ 
sion’s  rules  of  practice  and  procedure, 
the  public  and  interested  agencies  were 
given  45  days,  or  until  October  19,  1973, 
within  which  to  file  comments  on  the 
Staff’s  draft  statement. 

’The  remaining  35  percent  of  the 
Eascogas  LNG  quantities  would  be  de¬ 
livered  to  facilities  owned  by  Algonquin 
LNG,  Incorporated,  located  in  Provi¬ 
dence,  Rhode  Island.  The  Staff’s  draft 
environmental  impact  statement  relat¬ 
ing  to  the  construction  and  operation  of 
the  Providence  facilities  is  still  under 
preparation. 

In  their  above- described  petition,  the 
Applicants,  alleging  pressing  time  con¬ 
siderations,  request  the  Commission  to 
order  a  shortened,  21 -day  time  period  for 
the  submission  of  comments  on  the  Prov¬ 
idence  draft  environmental  impact  state¬ 
ment.  As  authority  for  this,  the  Appli¬ 
cants  cite  §  2.80(c)  (ii)  of  the  Commis¬ 
sion’s  rules  of  practice  and  procedure, 
which  provides  that  the  Commission  may 
dispense  with  any  time  period  prescribed 
in  §§  2.80-2.82,*  upon  a  showing  of  neces¬ 
sity.  The  Applicants’  petition  urges  that 
such  necessity  is  present  in  the  Eascogas 
proceedings.  The  gas  supply  contract 
with  Sonatrach,  the  Algerian  national 
company,  is  subject  to  cancellation  on 
January  1,  1974,  if  the  required  authori¬ 
zations  are  not  forthcoming  by  that  date. 
The  Applicants  maintain  that  even  if  an 
extension  can  be  negotiated,  a  substan¬ 
tial  increase  in  the  contract  price  can  be 
expected.  In  addition,  the  petition  states 
that  the  shipping  contract  with  Burma 
Oil  Tankers,  Limited,  is  subject  to  the 
same  cancellation  date  as  the  Sonatrach 
contract. 

Under  the  circumstances  of  this  case, 
we  believe  that  good  cause  has  been 
shown  to  justify  a  shortened  time  period 
for  comment  on  the  draft  statement 
pertaining  to  the  Providence  portion  of 
the  project.  Regulatory  procedures  must 


^  Sections  2.80-2.82  of  the  Commission’s 
rules  of  practice  and  procedure  set  forth  the 
procedure  for  the  preparation  and  circulation 
of  the  Staff’s  environmental  Impact  state¬ 
ments. 


not  be  so  indexible  as  to  Ignore  the  need 
for  expedition  in  certain  instances.  While 
recognizing  that  alleged  contract  dead¬ 
lines  seldom  prove  to  be  entirely  inflexi¬ 
ble,  we  believe  that  the  current  energy 
situation  compels  us  to  take  steps,  within 
reasonable  limits,  to  assure  that  pro¬ 
posals  of  the  magnitude  of  the  Eascogas 
project  be  processed  as  expeditiously  as 
practicable.  Accordingly,  we  shall  order 
that,  upon  issuance  of  the  Providence 
draft  statement,  the  period  for  public 
comment  thereon  shall  be  21  days. 

It  should  be  clearly  understood  that 
the  action  that  we  take  here  is  extraor¬ 
dinary.  The  standard  period  of  45  days 
for  comment  on  draft  environmental 
Impact  statements,  as  set  forth  in  §  2.82 
(b)  of  our  regulations,  was  established  as 
a  reasonable  period  for  meaningful  en¬ 
vironmental  analysis  by  any  interested 
parties.  We  reaffirm  our  strong  belief 
that  thorough  consideration  of  environ¬ 
mental  issues  is  imperative  in  all  pro¬ 
posals  before  this  Commission.  In  the 
normal  course  o'f  events,  the  time  allowed 
for  such  analysis  should  not  be  cut  short. 
Our  action  herein  is  undertaken  only 
because  of  the  circiunstances  of  the  Eas¬ 
cogas  case,  after  a  careful  balancing  of 
the  various  countervailing  considera¬ 
tions. 

The  Commission  finds: 

The  petition  by  the  Applicants  filed 
September  24,  1973,  demonstrates  the 
necessity  for  prescribing  a  shortened 
time  period  for  public  comment  on  the 
Providence  draft  environmental  impact 
statement. 

The  Commission  orders: 

The  time  period  for  comment  on  the 
Commission  Staff’s  draft  environmental 
impact  statement  addressed  to  the  Provi¬ 
dence  portion  of  the  EasCogas  project 
shall  be  21  days  from  the  date  of  Issuance 
of  such  statement. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.73-23900  PUed  11-8-73:8:45  am] 


[Docket  No.  E-77401 

INDIANA  AND  MICHIGAN  ELECTRIC  CO. 

Order  Accepting  for  Filing  and  Approving 
Rate  Increase 

November  2,  1973. 

Background.  On  June  13, 1972,  Indiana 
and  Michigan  Electric  Company  (I&M) 
tendered  for  filing  revised  tariff  sheets 
which  reflect  a  proposed  increase  in  its 
wholesale  electric  rates  to,  among  others, 
the  City  of  Auburn.  Indiana  (Auburn), 
Richmond  Power  and  Light  of  the  CTlty 
of  Richmond,  Indiana  (Richmond) .  and 
Anderson  Power  and  Light  of  the  City  of 
Anderson,  Indiana  (Anderson) .  By  order 
Issued  August  11,  1972,  the  Commission 
accepted  the  tariff  sheets  for  filing,  sus¬ 
pended  the  effective  date  for  five  months, 
until  January  13,  1973,  and  ordered  a 
hearing.  Richmond  and  Anderson  applied 
for  rehearing  of  that  order  which  the 
Commission  denied  by  order  Issued  Octo¬ 


ber  5,  1972.  As  a  result  of  a  Petition  for 
Review  filed  by  Richmond  and  Anderson, 
the  Uidted  States  Court  of  Appeals  for 
the  District  of  Columbia  Circuit  reversed 
on  May  25,  1973,  the  Commission’s  order 
accepting  I&M’s  filing  as  to  Richmond 
and  Anderson  and  remanded  the  case  to 
the  Commission  with  directions  to  reject 
I&M^  filing  as  to  Richmond  and  Ander¬ 
son  and  secure  refunds.  Richmond  Power 
and  Light  of  the  CJlty  of  Richmond,  In¬ 
diana,  et  al.,  V,  F.P.C., -  F.  2d - 

(CADC  1973).  By  order  issued  August  8, 
1973,  the  Commission  complied  with  the 
Court’s  directions. 

On  August  30,  1973,  I&M  tendered  for 
filing  supplements  to  the  rate  schedules 
then  on  file  with  the  Commission  with 
respect  to  Richmond  and  Anderson  which 
would  increase  revenues  from  the  cities 
by  $190,000  and  $380,000  respectively.  The 
supplements  incorporated  the  provisions 
of  Tariff  IP  on  file  with  the  Public  Serv¬ 
ice  Commission  of  Indiana  (PSCI),  as 
specified  in  I&M’s  contract  with  the  two 
cities.  In  our  order  of  September  28, 1973, 
in  this  docket,  we  found  that  the  pro¬ 
posed  rates  were  just  and  reasonable,  ac¬ 
cepted  the  schedules  for  filing  and  ap¬ 
proved  them  effective  September  30, 1973, 
without  further  proceedings. 

On  September  25,  1973,  I&M  amended 
the  proposed  rate  schedules  to  indicate 
the  impact  of  a  100  percent  ratchet  pro¬ 
vision  contained  in  Tariff  IP.  The  pro¬ 
posed  ratchet  provision  would  increase 
sales  to  Richmond  $295,700  annually 
rather  than  the  $190,000  originally  re¬ 
ported. 

Richmond’s  motion  for  rehearing.  On 
Oftober  12,  1973,  Richmond  filed  a  mo¬ 
tion  requesting  rejection  of  the  amend¬ 
ment  filed  by  I&M  and  rehearing  of  our 
order  accepting  the  rate  increases  as 
originally  proposed.  Richmond  alleges, 
that  Inasmuch  as  the  ratchet  provision 
applies  only  to  it  and  no  other  wholesale 
customer,  it  is  unlawfully  discriminatory. 
Richmond  also  claims  that  the  ratchet 
provision  may  increase  revenues  to  I&M 
far  in  excess  of  $295,700.  Richmond  as¬ 
serts  that  no  such  provision  should  be 
accepted  without  a  showing  of  cost-sup¬ 
port,  which  it  alleges  I&M  has  failed  to 
do.  The  request  that  acceptance  of  the 
rate  increase  be  conditioned  upon  I&M’s 
compliance  with  our  August  8, 1973,  order 
requiring  refunds  by  I&M  is  renewed.  We 
denied  this  request  previously  in  our  Sep¬ 
tember  28,  1973,  order.  On  October  24, 
1973,  Richmond  filed  a  supplement  to  its 
motion  for  rehearing,  explaining  its  argu¬ 
ments  in  more  detail. 

Our  review  of  I&M’s  September  25, 
1973,  amendment  reveals  that  the  con¬ 
tested  ratchet  provision  is  a  part  of  the 
special  terms  and  conditions  of  Tariff  IP 
and  thus  is  properly  filed  and  not  viola¬ 
tive  of  Mobile-Sierra.*  Further,  our  re¬ 
view  Indicates  that  the  rates  proposed  in 
the  August  30,  1973  filing  applicable  to 
Richmond  as  amended  by  I&M  are  not 
excessive.  Moreover,  no  party  has  filed 


» United  Oas  Pipeline  Co.  v.  Mobile  Gas 
Service  Ck>rp..  360  UJ3.  332  (1956);  F.P.C.  v. 
Slerra-Paclflc  Power  Co..  350  UJ5.  348  (1956). 
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evidence  in  Docket  No.  E-7740  which 
would  indicate  that  I&M  is  entitled  to 
less  than  the  rates  contained  in  its 
amended  filing.  However,  we  recognize 
that  future  application  of  the  proposed 
ratchet  provi^on  might  result  in  rates 
that  may  be  unjust,  imreasonable,  unduly 
discriminatory,  preferential,  or  otherwise 
unlawful.  Accordingly,  we  shall  accept 
the  proposed  rate  increase  as  amended 
to  become  effective  on  September  30, 
1973  without  further  proceedings;  we 
shall,  however,  grant  rehearing  of  our 
order  of  September  28, 1973,  and  suspend 
the  effectiveness  of  the  proposed  ratchet 
provision  for  one  day  or  until  October  1, 
1973,  subject  to  refund.  We  shall  order  a 
hearing  under  Section  205  of  the  Federal 
Power  Act  into  the  justness  and  reason¬ 
ableness  of  the  proposed  ratchet  provi¬ 
sion  and  consolidate  it  with  proceedings 
previously  ordered  in  this  docket.  Pend¬ 
ing  a  final  resolution  of  this  issue,  I&M 
will  be  required  to  accoimt  for  all  rev¬ 
enues  resulting  from  the  application  of 
the  proposed  ratchet  provision. 

With  respect  to  Richmond’s  renewed 
request  that  acceptance  be  conditioned 
upon  refunds  from  the  WS  rate,  as  we 
stated  in  our  September  28,  1973  order, 
we  have  already  ordered  refunds  in  our 
August  8,  1973  order,  and  I&M  remains 
subject  to  those  requirements. 

motion  for  rehearing.  On  Octo¬ 
ber  29.  1973,  I&M  also  filed  a  motion  for 
rehearing  of  our  September  28,  1973 
order.  In  support  of  their  motion  I&M 
asserts  that  the  Commission  does  have 
the  authority  to  set  an  earlier  effective 
date  for  the  company’s  August  30,  1973 
filing,  citing  Section  35.11  of  the  Com¬ 
mission’s  Rules  and  Regulations.  Fur¬ 
ther,  I&M  claims  that  the  only  legal  rate 
available  to  Richmond  and  Anderson  ac¬ 
cording  to  the  Court  of  Appeals  decision 
is  Tariff  IP  and  that  rate  became  effec¬ 
tive  upon  its  approval  by  PSCI  on 
March  29,  1972.  'hie  company  relies  on 
the  Commission’s  opinion  in  St.  Michael’s 
Utilities  Commission  v.  Eastern  Shore 
Public  Service  Company  of  Maryland,  31 
FPC  1161  (1964)  (St.  Michael’s)  in  sup¬ 
port  of  this  position.  I&M  also  claims  that 
the  Court  of  Appeals  decision  requires  us 
to  accept  all  of  the  terms  and  conditions 
of  ’Tariff  IP  and  accordingly,  it  was  im¬ 
proper  for  us  to  make  our  acceptance  of 
the  tariff  dependent  upon  I&M’s  filing 
a  revised  fuel  clause.  Finally,  I&M  claims 
that  we  erred  in  rejecting  Rate  Schedule 
WS  as  to  the  City  of  Auburn.  Our  review 
of  I&M’s  motion  indicates  that  the  case 
relied  upon  is  not  pertinent  to  the  issues 
in  this  proceeding.  St.  Michael’s  dealt 
with  a  contract  provision  which  auto¬ 
matically  passed  rate  reductions  on  to 
the  customer  without  requiring  aflarma- 
tlve  action  by  the  company  to  implement 
those  changes  to  the  particular  customer. 
No  similar  contract  provision  exists  in 
this  case.  Secondly,  the  St.  Michael’s  de¬ 
cision  dealt  with  the  obligations  of  the 
company  vis  a  vis  its  customer.  The 
particular  problem  raised  in  the  motion 
for  rehearing  is  I&M’s  rights  to  take  ac¬ 
tion  to  protect  itself,  l^e  issue  in  St. 
Michael’s  was  the  ability  of  a  company 
to  restrict  the  applicability  of  a  rate 


filing  once  that  filing  had  been  made;  in 
this  case  we  are  dealing  with  I&M’s  deci¬ 
sion  whether  to  make  a  rate  filing  at  all. 

I&M  fails  to  distinguish  between  a  legal 
rate  which  may  be  charged  and  the  rate 
which  is  lawfully  in  effect.  In  the  Rich¬ 
mond  decision,  the  Court  of  Appeals 
stated  that  Tariff  IP  was  the  legal  rate 
I&M  could  charge  Richmond  and  An¬ 
derson  if  it  desired  to  do  so.  It  still  re¬ 
mained  for  I&M  to  lawfully  put  the  rate 
into  effect.  The  proper  method  for  im¬ 
plementing  a  rate  under  both  the  Federal 
Power  Act  and  our  regulations  there¬ 
under  is  a  filing  with  the  Commission. 
I&M  did  not  do  this  until  August  30, 1973. 

Our  ability  to  set  an  effective  date 
prior  to  the  filing  date  under  the  waiver 
provisions  of  S  35.11,  as  suggested  by  I&M, 
depends  on  I&M’s  demonstrating  good 
caiise  for  such  an  earlier  date.  'The  mere 
existence  of  a  rate  which  might  legally 
be  filed  many  months  prior  to  the  actual 
filing  date  is  in  and  of  itself  insufficient 
to  constitute  good  cause  for  waiver  of  our 
Regulations. 

As  to  I&M’s  argument  on  the  fuel 
clause  contained  in  Tariff  IP,  we  agree. 
In  accordance  with  the  Richmond  de¬ 
cision  we  must  accept  Tariff  IP  as  ap¬ 
proved  by  PSCI.  ’The  Richmond  decision 
is  only  definitive  as  to  the  right  to  file 
Tariff  IP,  however.  As  indicated  before, 
our  review  of  the  proposed  fuel  clause 
indicates  that  it  is  not  in  compliance 
with  Opinion  No.  633,  New  England 
Power  Company,  Docket  No.  E-7541,  and 
may  result  in  rates  which  are  imjust,  un¬ 
reasonable,  unduly  discriminatory,  pref¬ 
erential  or  otherwise  unlawful.  Accord¬ 
ingly,  we  shall  accept  Tariff  IP  as  filed 
on  August  30.  1973,  applicable  to  Rich¬ 
mond  and  Anderson,  to  become  effective 
as  stated  above,  but  suspend  the  proposed 
fuel  clause  for  one  day  to  become  effec¬ 
tive  on  October  1.  1973,  subject  to  re¬ 
fund.  We  shall  order  a  hearing  under 
Section  205  of  the  Federal  Power  Act 
into  the  justness  and  reasonableness  of 
the  proposed  fuel  clause  and  consolidate 
with  the  proceeding  presently  pending  in 
this  docket.  Pending  a  final  resolution 
of  the  issue  I&M  will  be  required  to  ac¬ 
count  for  all  revenues  resulting  from  the 
application  of  the  proposed  fuel  clause. 

With  regard  to  I&M’s  position  that  we 
erred  in  rejecting  Rate  Schedule  WS  as 
to  Auburn,  as  we  stated  in  our  Septem¬ 
ber  28,  1973  order,  I&M’s  contract  with 
Auburn  is  essentially  identical  in  all  ma¬ 
terial  respects  with  the  contracts  that 
were  the  subject  of  the  Richmond  de¬ 
cision.  As  a  result,  that  decision  is  con¬ 
trolling  and  Rate  Schedule  WS  as  to 
Auburn  was  correctly  rejected. 

Proposed  rate  increase  to  the  city  of 
Auburn.  On  June  18, 1973,  Auburn  moved 
to  dismiss  I&M’s  June  13,  1972,  filing  as 
to  it  and  order  all  monies  collected  by 
I&M  imder  that  filing  refunded  to  it.  In 
our  order  of  September  28, 1973,  we  found 
that  Auburn’s  contract  with  I&M  was 
essentially  identical  in  all  material  re¬ 
spects  with  the  contract  between  Rich¬ 
mond  and  I&M.  'The  decision  of  the  Court 
of  Appeals  was  therefore  controlling  and 
accordingly,  we  granted  the  motion  to 
dismiss  and  ordered  refunds. 


On  October  5,  1973,  I&M  tendered  for 
filing  in  this  do(dcet  another  proposed  in¬ 
crease  in  rates  to  Auburn.  In  suppcut  of 
this  filing  I&M  claims  that  this  proposal 
incorporates  the  provisions  of  Tariff  IP, 
as  dictated  by  the  contract  between  I&M 
and  Auburn.  I&M  requests  an  effective 
date  of  March  29,  1972,  the  same  date 
that  Tariff  IP  was  approved  by  PSCI.  To 
grant  a  later  effective  date,  I&M  con¬ 
tends,  would  result  in  an  unjustified 
windfall  to  Aidaum. 

I&M  states  that  the  proposed  increase 
would  result  in  an  increase  in  revenues 
of  $87,149  or  11.19  percent  from  Auburn. 
To  date,  the  company  alleges,  no  bona 
fide  dispute  exists  as  to  the  reasonable¬ 
ness  of  such  an  increase. 

To  facilitate  approval  of  its  filing,  I&M 
requests  waiver  of  §§  35.0,  35.3,  35.11, 
and  35.13  of  the  rules  and  regulations. 
I&M  claims  good  cause  for  the  waivers 
exist  because  its  filing  fee  was  included 
with  the  original  June,  1972  filing  which 
this  filing  supplants;  notice  requirements 
should  be  waived  to  prevent  windfall  ac- 
cruments  to  Auburn;  the  filing  fully  com¬ 
ports  with  decision  of  the  Court  of  Ap¬ 
peals;  and  the  cost-of -service  filed  with 
the  original  applicaticm  in  June,  1972,  is 
incorporated  by  reference  in  support  of 
this  proposal. 

Our  review  of  I&M’s  application  indi¬ 
cates  that  the  proposed  rates  tendered  on 
October  5,  1973,  by  I&M  are  identical  to 
the  rates  ccmtained  in  the  Tariff  IP 
schedules  on  file  and  approved  by  PSCL 
Auburn’s  rate  schedules  on  file  and  ap¬ 
proved  by  this  Commission  require  the 
city  to  pay  for  its  service  frtxn  I&M  at 
the  rates  contained  in  Tariff  IP.  No  party 
has  filed  evidence  in  Docket  No.  El-7740 
which  would  indicate  that  I&M  is  entitled 
to  less  than  the  rates  proposed  herein. 
Our  review  of  I&M’s  October  5, 1973,  pro¬ 
posal,  the  evidence  filed  in  Docket  No. 
El-7740,  and  the  pleadings  indicate  that 
I&M’s  proposed  chamges  in  FPC  Rate 
Schedule  No.  29  should  be  accepted  for 
filing  and  approved  without  further 
proceedings. 

As  stated  above,  our  review  indicates 
that  the  proposed  fuel  clause  does  not 
conform  with  New  England  Power  Com¬ 
pany  Docket  No.  E-7541,  Opinion  No.  633, 
and  may  iresult  in  rates  that  are  unjust, 
unreasonable,  imduly  discriminatory, 
prejudicial,  or  otherwise  unlawful.  Ac¬ 
cordingly,  we  shall  accept  the  rate  in¬ 
crease  for  filing  as  stated  above,  but  sus- 
Ftend  the  proposed  fuel  clause  for  one  day 
to  become  effective  on  November  5, 1973, 
subject  to  refund.  We  shall  order  a  hear¬ 
ing  as  described  above  and  ocmsolidate 
it  with  proceedings  presently  pending  in 
this  docket.  Pending  a  final  resolution  of 
this  issue  I&M  will  be  r^uired  to  account 
for  all  revenues  resulting  frc«n  applica¬ 
tion  of  the  proposed  fuel  clause. 

As  to  I&M’s  request  for  a  March  29, 
1972,  effective  date,  under  Section  205 
of  the  Act,  any  public  utility,  including 
I&M,  may  unilaterally  file  for  a  change 
of  rates  consistent  with  its  contractual 
obligation.  I&M  first  exercised  this  right 
on  October  5,  1973,  as  to  Auburn.  While 
I&M  had  the  right  to  file  for  a  rate  in¬ 
crease  to  be  effective  March  29,  1972,  it 
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made  no  such  filing.  Moreover,  this  Com¬ 
mission  lacks  the  authority  under  Sec¬ 
tion  205  of  the  Act  as  interpreted  by  the 
courts  to  award  reparations.  Accordingly, 
we  shall  permit  the  rate  increase  to  Au¬ 
burn  to  become  effective  on  November  4, 
1973,  without  suspension. 

I&M  also  requests  that  the  Commission 
waive  the  requirements  of  §§  35.0,  35.3, 
35.11,  and  35.13  of  the  Commission’s  reg¬ 
ulations  to  the  extent  that  they  are  in¬ 
consistent  with  this  tendered  filing.  While 
we  will  deny  the  requested  waiver  of 
§§  35.3  and  35.11,  consistent  with  our 
decision  above,  we  will  grant  waiver  of 
§  35.13  which  requires  cost  of  service  data 
be  filed,  since  I&M  refers  to  and  relies 
ui>on  the  data  submitted  in  support  of  its 
Jime  13,  1972,  submittal  to  support  this 
new  filing. 

I&M  has  not  submitted  a  filing  fee  as 
required  by  §  35.0  and  maintains  that  the 
portion  of  fee  it  paid  when  tendering  its 
June  13, 1972,  filing  applicable  to  Auburn 
covers  the  proposed  October  5,  1973,  rate 
Increases  to  Auburn.  We  agree  with  I&M 
and  accordingly,  we  will  waive  Section 
35.0  of  our  Regulations. 

Motion  to  reject.  On  September  12, 
1973,  we  ordered  I&M  to  notify  us  on  or 
before  September  17, 1973,  as  to  its  Inten¬ 
tions  regarding  the  termination  of  service 
to  Anderson  and  Richmond.  In  its  re¬ 
sponse  I&M  stated  that  it  proposed  termi¬ 
nation  of  service  on  October  18,  1973,  or 
whenever  allowed  to  effect  such  termina¬ 
tion  by  the  Court  of  Appeals,  whichever 
is  a  greater  period.  I&M  bases  such  ter¬ 
mination  upon  nonpayment  by  Rich¬ 
mond  and  Anderson  of  rates  during  the 
month  of  July,  pursuant  to  rate  schedules 
on  file  with  the  Commission. 

On  October  15,  1973,  Richmond  filed  a 
motion  to  reject  this  fling  by  I&M.  Rich¬ 
mond  argues  that  I&M’s  basis  for  termi¬ 
nation  is  the  Cities’  refusal  to  pay  the 
full  amount  of  Rate  Schedule  WS.  Rich¬ 
mond  claims,  however,  that  the  Court  of 
Appeals  ruled  that  that  same  rate  was 
not  consistent  with  I&M’s  contracts  with 
Richmond  and  Anderson.  Richmond  ar¬ 
gues  those  rates,  declared  null  and  void 
ab  initio  by  the  court,  cannot  be  relied 
on  by  I&M  to  cancel  the  contracts.  Rich¬ 
mond  asserts  that  it  did  pay  rates  equiv¬ 
alent  to  the  pre-WS  level  rates.  Ander¬ 
son  adopted  Richmond’s  motion  as  its 
own  by  a  filing  of  October  16, 1973. 

Upon  our  review  of  the  billing  dispute 
we  conclude  that  the  position  of  I&M  is 
without  merit.  I&M’s  right  to  terminate 
arises  from  its  contract  with  the  cities 
which  allows  cancellation  for  nonpay¬ 
ment  of  charges.  Obviously  such  charges 
must  be  consistent  with  the  contract  be¬ 
fore  nonpayment  could  be  the  basis  of 
that  termination.  ’The  Court  of  Appeals 
has  determined  that  Rate  Schedule  WS  is 
not  compatible  with  the  subject  con¬ 
tract;*  therefore,  nonpayment  of  those 
rates  can  in  no  way  affect  the  legal  rights' 


^  By  order  Issued  August  8,  1973,  the  Com¬ 
mission,  acting  pursuant  to  the  Court  of  Ap¬ 
peals  order  of  May  25,  1973,  rejected  I&M*b 
June  13,  1972,  filing  as  It  related  to  the  Cities 
of  Richmond  and  Anderson  and  ordered  that 
refunds  to  made. 


of  the  parties  to  those  contracts.  I&M’s 
notice  of  cancellation,  filed  on  Septem¬ 
ber  17,  1973,  will  be  rejected  as  incon¬ 
sistent  with  the  contract  on  which  it  is 
based. 

The  Commission  finds: 

(1)  Good  cause  exists  to  accept  I&M’s 
proposed  rate  increase  filed  on  August  30, 
1973,  applicable  to  Richmond,  as  amended 
on  September  25, 1973,  for  filing  effective 
September  30,  1973;  however,  the  pro¬ 
posed  ratchet  provision  contained  therein 
has  not  been  shown  to  be  just  and  rea¬ 
sonable  and  may  be  unjust,  unreasonable, 
unduly  discriminatory,  preferential  or 
otherwise  unlawful.  Accordingly,  the  ef¬ 
fectiveness  of  the  ratchet  provision  should 
be  suspended  for  one  day  or  imtil  Octo¬ 
ber  1, 1973,  subject  to  refund. 

(2)  A  hearing  imder  Section  205  of 
the  Federal  Power  Act  into  the  justness 
and  reasonableness  of  the  proposed 
ratchet  should  be  entered  into  as  ordered 
btlow.  Pending  the  final  resolution  of  the 
issue,  I&M  should  make  an  accoimting  of 
any  additional  revenues  resulting  from 
the  application  of  said  ratchet  provision. 

(3)  Richmond’s  motion  for  rehearing 
should  be  granted  in  part. 

(4)  I&M’s  motion  for  rehearing  should 
be  granted  in  part  and  Tariff  IP  as  filed 
on  August  30,  1973,  should  be  accepted 
effective  September  30,  1973,  However, 
the  proposed  fuel  clause  has  not  been 
shown  to  be  just  and  reasonable  and  may 
be  unjust,  xmreasonable,  unduly  discrimi¬ 
natory,  preferential,  or  otherwise  imlaw- 
ful.  Accordingly,  the  effectiveness  of  the 
proposed  fuel  clause  should  be  suspended 
one  day  until  October  1,  1973,  subject  to 
refund. 

(5)  It  is  necessary  and  proper  and  in 
the  public  interest  and  to  aid  in  the  en¬ 
forcement  of  the  Federal  Power  Act  that 
the  Commission  accept  I&M’s  proposed 
Increases  as  to  Auburn  tendered  October 
5,  1973,  and  to  approve  and  make  effec¬ 
tive  such  increases  November  4,  1973, 
without  further  proceedings  as  herein¬ 
after  ordered  except  that  the  proposed 
fuel  clause  has  not  been  shown  to  be  just 
and  reasonable  and  may  be  unjust,  un¬ 
reasonable,  discriminatory,  preferential, 
or  otherwise  unlawfvil.  Accordingly,  the 
effectiveness  of  the  proposed  fuel  clause 
should  be  suspended  one  day  until  No¬ 
vember  5, 1973,  subject  to  refund. 

(6)  Good  cause  has  not  been  shown  to 
waive  §§  35.3  and  35.11  of  the  Commis¬ 
sion’s  regulations. 

(7)  Good  cause  has  been  shown  to 
waive  §  35.13  of  our  regulations  since 
I&M  incorporates  by  reference  its  cost 
of  service  data  filed  on  Jime  13,  1972,  in 
Docket  No.  E-7740. 

(8)  Good  cause  has  been  shown  to 
waive  §  35.0  of  our  regulations  since  the 
filing  fee  has  been  previously  remitted. 

(9)  Richmond  and  Anderson’s  motion 
to  reject  should  be  granted  and  I&M’s 
notice  of  termination  should  be  rejected 
as  inconsistent  with  the  terms  of  the  con¬ 
tracts  between  I&M  and  Richmond  and 
Anderson. 

The  Commission  orders: 

(A)  I&M’s  proposed  supplement  to 
Rate  Schedule  No.  27  applicable  to  Rich¬ 


mond,  as  amended  by  I&M  on  Septem¬ 
ber  25, 1973,  is  accept^  to  become  effec¬ 
tive  on  September  30,  1973,  as  stated  in 
our  order  of  September  28,  1973.  Rich¬ 
mond’s  motion  to  reject  the  amendment 
is  denied. 

(B)  Richmond’s  motion  for  rehearing 
is  granted  in  part  in  that  the  proposed 
ratchet  provision  contained  in  I&M’s 
supplement  to  Rate  Schedule  No.  27  is 
suspended  for  one  day  to  become  effec¬ 
tive  on  October  1,  1973,  subject  to  re¬ 
fund.  Pending  a  hearing  and  final  deci¬ 
sion  thereon,  I&M  is  directed  to  account 
for  all  revenues  resulting  from  applica¬ 
tion  of  the  proposed  ratchet  provision. 
In  all  other  respects,  the  motion  for  re¬ 
hearing  is  denied. 

(C)  I&M’s  motion  for  rehearing  is 
granted  in  part  in  that  the  proposed  fuel 
clause  is  accepted  for  filing,  suspended 
.one  day  to  become  effective  on  October  1, 

1973,  subject  to  refund.  Pending  a  hear¬ 
ing  and  final  decision  thereon,  I&M  is 
directed  to  account  for  all  revenues  re¬ 
sulting  from  the  application  of  the  pro¬ 
posed  fuel  clause.  In  all  other  respects, 
the  motion  for  rehearing  is  denied. 

(D)  I&M’s  proposed  revised  Rate 
Schedule  No.  29,  as  to  Auburn,  ten¬ 
dered  for  filing  on  October  5,  1973, 
is  hereby  accepted  for  filing,  approved 
and  made  effective  November  4,  1973, 
without  further  proceedings;  except  that 
the  proijosed  fuel  clause  is  suspended  for 
one  day  to  become  effective  on  Novem¬ 
ber  5,  1973,  subject  to  refund.  Pending  a 
hearing  and  final  decision  thereon,  I&M 
is  directed  to  account  for  all  revenues 
resulting  from  the  application  of  the  pro¬ 
posed  fuel  clause. 

(E)  It  is  necessary  and  proper  and  in 
the  public  interest  to  aid  in  the  enforce¬ 
ment  of  the  Federal  Power  Act  to  order 
a  hearing  under  section  205  into  the  just¬ 
ness  and  reasonableness  of  the  proposed 
ratchet  provision  and  the  proposed  fuel 
clauses.  Such  hearing  shall  be  consoli¬ 
dated  with  the  proceedings  previously 
ordered  in  this  docket. 

(F)  On  or  before  December  5,  1973, 
I&M  shall  submit  testimony  in  support  of 
the  proposed  ratchet  provision  and  fuel 
clauses.  The  Commission  staff  shall  serve 
its  prepared  testimony  and  exhibits  on 
these  issues  on  or  before  December  19, 
1973.  The  prepared  testimony  and  ex¬ 
hibits  on  these  provisions  of  any  or  all 
intervenors  shall  be  served  on  or  before 
January  3, 1974.  Any  rebuttal  evidence  on 
these  provisions  by  I&M  shall  be  served 
on  or  before  January  17,  1974.  Cross- 
examination  of  the  evidence  pertaining 
to  all  outstanding  issues  in  this  docket 
shall  commence  on  January  29,  1974. 

(G)  I&M’s  request  for  waiver  of  §§  35.3 
and  35.11  of  our  regulations  is  hereby 
denied. 

(H)  I&M’s  request  for  waiver  of  §§  35.0 
and  35.13  of  our  regulations  is  hereby 
granted. 

(I)  Richmond  and  Anderson’s  motions 
to  reject  the  notice  of  cancellation  are 
granted  and  I&M’s  notice  of  termination 
is  rejected. 
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(J)  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretaru. 

[FR  Doc.73-23902  FUed  ll-e-73;8:45  am] 


[Docket  No.  CP74-87] 

LOWELL  GAS  CO.  AND  NEW  ENGLAND 
LNG  CO.,  INC. 

Amendment  to  Application 

November  2,  1973. 

Take  notice  that  on  October  23,  1973, 
Lowell  Gas  Company  (Lowell),  95  East 
Merrimack  Street,  Lowell,  Massachusetts 
01853,  and  New  England  LNG  Co.,  Inc. 
(NELNG),  Willie  and  Dutton  Streets, 
Lowell,  Massachusetts  01853,  filed  in 
Docket  No.  CP74-87  an  amendment  to 
their  application  filed  in  the  said  docket 
pursuant  to  section  7(c)  of  the  Natural 
Gas  Act  by  revising  their  arrangement 
to  effectuate  a  proposed  sale  of  gas  by 
Lowell  to  NELNG  in  order  to  help 
NELNG  repay  gas  to  Philadelphia  Gas 
Works  (PGW),  which  was  loaned  to 
NELNG,  all  as  more  fully  set  forth  in  the 
amendment  which  is  on  'file  with 
the  Commission  and  open  to  public 
inspection. 

In  its  original  application  Lowell  pro¬ 
posed  to  sell  to  NELNG  180,000  Mcf  of 
natural  gas  for  further  transfer  to  PGW. 
The  application  indicated  that  Lowell 
has  contracted  with  Consolidated  Edison 
Company  of  New  York,  Inc.  (Con- 
Ed),  for  an  exchange  of  gas  in  which 
1,000,000  Mcf  of  natural  gas  will  be  re¬ 
leased  by  Con-Ed  through  two  of  its  sup¬ 
pliers — Transcontinental  Gas  Pipeline 
Company  (Transco)  and  Tennessee  Gas 
Pipeline  Corporation,  a  Division  of  Ten- 
neco  Inc.  (Tennessee) ,  for  the  account  of 
Lowell  and  in  return  Lowell  will  provide 
certain  peaking  service  to  Con-Ed.  Un¬ 
der  this  arrangement,  Transco  was  sup¬ 
posed  to  deliver  500,000  Mcf  of  gas  to 
PGW  for  the  account  of  Lowell,  180,000 
Mcf  of  which  is  the  subject  of  the  instant 
sale.* 

Applicants  state  that  because  of  the 
Inability  of  PGW  to  receive  the  500,000 
Mcf  of  gas  to  be  released  by  Con-Ed, 
the  parties  have  foimd  it  necessary  to 
revise  their  arrangements  so  that  Ten¬ 
nessee  would,  if  necessary,  bank  the  en¬ 
tire  one  million  Mcf  of  gas  to  be  released 
by  Con-Ed.  Applicants  further  state  that 
since  PGW  will  be  in  a  critical  need  of 
this  gas  this  winter,  the  delivery  of  the 
gas  by  Tennessee  and/or  Transco  will 
require  last  minute  pipeline  arrange¬ 
ments  that  cannot  be  precisely  antici¬ 
pated  at  this  time.  Applicants,  therefore, 
request  authorization  to  allow  the  parties 
to  effectuate  the  physical  transfer  of  gas 
without  detailing  the  precise  transporta¬ 
tion  services  that  will  be  utilized  to  im¬ 
plement  the  proposed  arrangement. 


>  Applicants  do  not  state  what  wlU  become 
of  the  other  320.000  Mcf  of  gas. 


Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
amendment  should  on  or  before  Novem¬ 
ber  27,  1973,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the 
r^ulations  under  the  Natural  Gas  Act 
(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  ac(X)rdance  with 
the  Commission’s  Rules.  Persons  who 
have  heretofore  filed  petitions  to  inter¬ 
vene  and  protests  need  not  do  so  agrain. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.73-23907  FUed  ll-*-73;8;45  cun] 


[Docket  No.  E-77341 

MID-CONTINENT  AREA  POWER  POOL 
AGREEMENT 

Extension  of  Time 

October  26,-1973. 

By  Order  dated  July  6,  1973  the  Com¬ 
mission  granted  a  ninety  day  extension 
of  time,  establishing  Septwnber  20,  1973, 
as  the  date  by  which  Alexandria  Board  of 
Public  Works,  Minnesota  (Alexandria) 
was  to  submit  its  direct,  prepared  testi¬ 
mony.  The  purpose  of  the  extension  was 
to  permit  Alexandria  time  to  inspect, 
copy  and  thereafter  analyze  documen- 
taiT  materials  sought  by  Alexandria’s 
motion  to  Judge  Fribourg  for  Order  Di¬ 
recting  Production  of  Documentary  Evi¬ 
dence,  dated  July  3,  1973,  and  prepare 
additional  testimony,  as  appropriate, 
based  upon  such  documentation  obtained 
from  eight  designated  electric  utility 
companies  and  signatories  to  the  MAPP 
pooling  agreement. 

On  August  2,  1973,  Judge  Fribourg  is¬ 
sued  an  Order  for  Production  of  Docu¬ 
ments,  calling  for  the  documents  to  be 
“made  available  as  soon  as  practicable’’, 
not  later  than  two  weeks  from  the  date 
of  his  Order.  Alexandria  states  that,  while 
some  documents  were  made  available  to 
permit  timely  commencwnent  of  inspec¬ 
tion,  the  volume  of  paper  Involved,  con¬ 
flicting  commitments  of  counsel,  and  the 
availability  of  company  personnel  re¬ 
quired  to  carry  out  the  procedures  es¬ 
tablished  for  inspecting  and  copying  des¬ 
ignated  materials  at  the  locations  in¬ 
volved  extended  conclusion  of  inspection 
by  counsel  for  Alexandria  until  Septem¬ 
ber  14, 1973. 

By  letter  dated  September  20,  1973, 
counsel  for  Alexandria  indicated  that  Al¬ 
exandria  had  not  received  any  copies  of 
documents  requested  at  one  location  and 
is  awaiting  the  delivery  of  some  portion 
of  such  documents  from  three  other  loca¬ 
tions.  In  the  aggregate  Alexandria  esti¬ 
mated  that  this  remaining  balance  of 


copies  comprises  approximately  5000 
pages. 

In  light  of  the  foregoing  facts,  Alex¬ 
andria  requests  that  its  counsel  per¬ 
mitted  a  reasonable  time,  following  re¬ 
ceipt  of  copies  of  all  requested  docu¬ 
ments,  to  conclude  the  preparation  of  its 
initial  direct  testimony.  In  anticipation 
that  all  materials  will  be  received  by 
counsel  on  or  before  September  24,  1973,- 
Alexandria  requests  that  October  22, 
1973,  be  established  as  the  date  by  which 
further  direct  testimony  on  behalf  of 
Alexandria  be  served  on  the  parties  to  the 
proceeding. 

The  Commission  finds: 

It  is  appropriate  and  in  the  public  in¬ 
terest  to  grant  Alexandria  an  extension 
of  time  for  filing  its  initial  direct  testi¬ 
mony.  ’The  date  set  for  service  of  this  tes¬ 
timony  will  be  October  22,  1973. 

The  Commission  orders; 

(A)  Alexandria  is  hereby  granted  an 
extension  of  time  until  October  22,  1973, 
for  the  filing  of  its  prepared  testimony. 

(B)  All  addition^  dates  previously  set 
by  the  Commission  for  filing  of  the  Com¬ 
panies’  and  Staff  testimony  and  the  Com¬ 
mencement  of  Hearing  will  be  extended 
accordingly. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.73-23903  FUed  11-8-73:8:46  am] 


[Docket  No.  RP72-149] 

MISSISSIPPI  RIVER  TRANSMISSICf:  CORP. 

Proposed  Change  in  Rates  and  Charges 
November  1, 1973. 

Take  notice  that  on  October  19,  1973, 
Mississippi  River  Transmission  Corpora¬ 
tion  (Mississippi),  tendered  for  filing 
Substitute  Fourteenth  Revised  Sheet  No. 
3A  to  its  FPC  Gas  Tariff,  First  Revised 
Volume  No.  1.  Mississippi  requests  that 
such  sheet  be  substituted  for  Fourteenth 
Revised  Sheet  No.  3A  which  was  ten¬ 
dered  for  filing  with  the  Commission  on 
October  12, 1973. 

Mississippi  states  that  its  filing  was 
made  pursuant  to  the  purchased  gas  cost 
adjustment  provisions  of  its  tariff  in  or¬ 
der  to  reflect  a  rate  change  applicable  to 
Mississippi  by  Natural  Gas  Pipeline  Com¬ 
pany  of  America  (Natural) .  According  to 
Mississippi,  Natural  made  a  general  rate 
increase  filing  on  May  31,  1973,  which 
was  suspended  by  the  Commission  until 
December  1,  1973.  Mississippi’s  filing  of 
October  12,  1973,  was  for  the  purpose  of 
reflecting  such  general  rate  filing  of 
Natural.  On  October  15,  1973,  Natural 
tendered  for  filing  a  substitute  tariff 
sheet  to  be  effective  December  1,  1973,  to 
reflect  purchased  gas  cost  unit  adjust¬ 
ments  computed  pursuant  to  the  provi¬ 
sions  of  its  tariff.  The  instant  filing  by 
Mississippi  is  purportedly  to  reflect  such 
filing  by  Natural.  Mississippi  requests 
that  Substitute  Fourteenth  Revised  Sheet 
No.  3A  become  effective  December  1, 1973, 
the  same  date  on  which  the  increasecl 
rates  of  Natural  are  proposed  to  become 
effective. 
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Mississippi  states  that  on  September  28, 
1973,  the  Ccmiinission  {^proved,  subject 
to  condition,  a  Stipulation  and  Agree¬ 
ment  relating  to  its  general  rate  increase 
application  at  Docket  No.  RP72-149.  The 
Stipulatloi  and  Agreement  is  said  to  pro¬ 
vide,  among  other  things,  that  within  ten 
(10)  days  after  the  date  upon  which  the 
Commission’s  order  approving  such 
agreement  shall  become  final  and  non- 
appealable,  Mississippi  shall  file  revised 
tariff  sheets  refiecting  the  reduced  settle¬ 
ment  rates.  Mississippi  has  included  with 
the  instant  filing.  Alternate  Substitute 
Fourteenth  Revised  Sheet  No.  3A,  which 
refiects  the  base  rates  resulting  from  the 
Commission  approved  Settlement  Agree¬ 
ment  and  the  rate  change  pr<HH)sed  to  be 
effective  December  1, 1973,  resulting  from 
the  rate  change  filing  of  Natural.  In  addi- 
tlcxi,  the  alternate  sheet  contains  the 
cumulative  rate  changes  since  January  1, 
1973,  resulting  from  the  various  pur¬ 
chased  gas  cost  adjustments  made  by 
Mississippi  pursuant  to  the  provisions  of 
its  tariff,  Mississippi  requests,  that  in  the 
event  the  order  approving  its  settlement 
agreement  shall  have  become  final  and 
non-appealable  prior  to  December  1, 1973, 
that  Alternate  Substitute  Fourteenth 
Revised  Sheet  No.  3A  be  made  effective 
OTi  December  1,  1973,  Instead  of  Sub¬ 
stitute  Fourteenth  Revised  Sheet  No.  3A. 

MisslsslpiH  states  that  copies  of  its  fil¬ 
ing  were  served  on  Mississippi’s  jurisdic¬ 
tional  customers  and  the  State  Commis¬ 
sions  of  Arkansas,  Illinois  and  Missouri. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission  In  accordance  with 
§S  1.8  and  1.10  of  the  Commission’s  rules 
of  practice  and  procedure  (18  CFR  1.8, 
1.10).  All  such  petiticais  or  protests 
should  be  filed  on  or  before  November  16, 
1973.  Protests  will  be  considered  by  the 
Commission  to  determine  appropriate  ac¬ 
tion  to  be  taken  but  will  not  serve  to 
make  protestants  parties  to  the  proceed¬ 
ing.  Those  wishing  to  become  parties 
must  file  a  petition  to  intervene.  Such 
petition,  however,  is  not  necessary  for 
parties  already  permitted  intervention 
In  the  proceeding.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.73-23905  Filed  11-8-73; 8: 45  am] 


[Docket  No.  RP73-61 

MISSISSIPPI  RIVER  TRANSMISSION  CORP. 
Order  Granting  Applications  for  Rehearing 

November  2,  1973. 

On  October  11,  1973,  Mississippi  River 
Transmission  Corporation  (MRT)  filed 
an  application  for  rehearing  and  recon¬ 
sideration  of  the  Commission’s  order  is¬ 
sued  October  1,  1973,  in  the  above-dock¬ 
eted  proceeding,  which  inter  alia,  ac¬ 
cepted  for  filing  and  suspended  for  five 
months  the  tariff  sheets  tendered  by 
MRT.  Additional  applications  for  re¬ 
hearing  of  the  October  1  order  were  filed 


bl  Illinois  Power  Company  (IPC) ,  Laclede 
Oas  Company  (Laclede)  and  Industrial 
Gas  Users  Conference  (IGUC)  } 

Applications  for  rehearing  assert  that 
the  Commission  Is  prevented  from  sus¬ 
pending  MRT’s  plan  for  five  months  by 
the  provisions  of  the  settlement  agree¬ 
ment,  approved  December  20,  1972,  the 
further  arguments  in  siqiport  of  rehear¬ 
ing  warrant  consideration.  Additionally, 
they  assert  that  the  five-month  sus¬ 
pension  would  have  a  serious  economic 
Impact  on  the  St.  Louis  area  this  winter, 
which  condition  would  be  alleviated  by 
permitting  MRT’s  plan  to  become  effec¬ 
tive  after  a  one-day  suspension. 

The  curtailment  plan  filed  by  MRT  is 
essentially  Identical  to  the  plan  that  has 
operated  for  approximately  10  months; 
MRT’s  customers  assert  that  we  should 
permit  it  to  go  into  effect  following  a 
one-day  suspension,  rather  then  force 
MRT  to  operate  during  the  coming  win¬ 
ter  heating  season  under  curtailment 
priorities  that  have  been  shown  to  be 
unworkable.  In  light  of  the  allegations 
of  a  probable  harsh  Impact  resulting 
from  a  five-m<mth  s\ispenslon  ot  the 
tariff  sheets  tendered  by  MRT,  we  will 
shorten  the  suspension  period  previously 
ordered. 

Modification  of  the  suspension  period 
for  MRT’s  tariff  sheets  has  no  effect  on 
the  procedural  dates  specified  in  the  Oc¬ 
tober  1  order.  IPC  in  its  application  for 
rehearing  requests  new  dates  for  the  sub¬ 
mission  of  evidence  and  testimony.  In¬ 
asmuch  as  the  dates  previously  set  ac¬ 
cord  all  parties  adequate  time  in  which 
to  submit  responses,  we  will  not  grant 
the  request  for  modification.  In  addition, 
we  have  not  altered  our  finding  that  the 
tariff  sheets  filed  by  MRT  may  be  un¬ 
just,  unreasonable,  unduly  discrimina¬ 
tory  or  preferrential,  or  otherwise  un- 
lav^ul  imder  the  Natxuul  Gas  Act.  It  is, 
therefore.  Incumbent  upon  MRT,  because 
of  our  Policy  Statement  in  Docket  No. 
R-469  setting  forth  priorities  of  delivery 
applicable  to  interstate  pipeline  com¬ 
panies  during  periods  of  curtailment,  to 
present  evidence  in  this  proceeding  dem¬ 
onstrating  why  a  plan  deviating  from  the 
priorities  set  forth  in  Order  467-B  is 
justified.  This  evidence  should  contain 
a  showing  of  the  Impact  of  such  a  set 
of  priorities  on  MRT’s  system  and  will 
serve  as  a  basis  to  test  the  feasibility 
of  Implementing  such  a  plan  for  MRT. 
Accordingly,  we  will  require  MRT  to  file 
such  evidence. 

The  Commission  finds: 

(1)  Good  cause  exists  to  grant  rehear¬ 
ing  and  to  modify  our  prior  order  as 
hereinafter  ordered. 

(2)  Good  cause  exists  for  denj'ing  the 
request  by  Illinois  Power  Company  for 
extension  of  the  procedural  dates. 

(3)  Good  cause  exists  for  rejecting 
GAF’s  answer  to  the  applications  for 
reconsideration  filed  herein. 

The  Commission  orders: 


1  GAF  filed  an  answer  to  the  applications 
for  rehearing.  Section  1.34(d)  of  the  Com¬ 
mission's  rules  of  practice  and  procedure 
prohibits  answers  to  petition  for  rehearing. 


(A)  ’The  applications  for  rehearing 
filed  in  this  proceeding  are  hereby 
granted. 

(B)  Ordering  paragraph  (D)  of  the 
order  Issued  October  1,  1973,  in  Docket 
No.  RP73-6  Is  hereby  modified  to  provide 
for  a  one-day  suspension  of  the  tariff 
sheets  until  November  2,  1973,  and  imtil 
such  further  time  as  they  are  made  ef¬ 
fective  pursuant  to  the  Natural  Gas  Act. 

(C)  On  or  before  Novanber  26,  1973, 
MRT  shall  file  as  a  supplement  to  its 
case-in-chlef,  evidence  on  the  Order  No. 
467-B  Issues  set  forth  above.  Addition¬ 
ally,  on  that  date,  any  party  seeking 
modification  of  the  Order  No.  467-B 
priorities  shall  file  and  serve  in  all  other 
parties  its  evidence  in  support  of  that 
position. 

(D)  To  the  extent  not  modified  herein, 
the  order  issued  October  1,  1973,  in 
Docket  No.  RP73-6  remains  in  full  force 
and  effect. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.73-23906  Filed  11-8-73; 8:45  am] 


[Docket  No.  CP74-106] 

SOUTHERN  NATURAL  GAS  CO. 

Notice  of  Application 

November  2,  1973. 

Take  notice  that  on  October  19,  1973, 
Southern  Natural  Gas  Company  (Appli¬ 
cant),  filed  in  Docket  No.  CP74-106  an 
application  pursuant  to  section  7(b)  of 
the  Natural  Gas  Act  for  permission  and 
approval  to  abandon  certain  metering 
and  regulating  facilities  comprising  a 
receiving  station  located  in  the  Monroe 
Field,  Union  Parish,  Louisiana,  all  as 
more  fully  set  forth  in  the  application 
which  is  on  file  with  the  Commission 
and  open  to  public  Inspection. 

Applicant  proposes  to  abandon  said 
receiving  station  and  appurtenant  facili¬ 
ties  as  a  result  of  the  cancellation,  effec¬ 
tive  September  12,  1973,  of  Applicant’s 
contract  with  Gregg  Oil  Company,  Inc. 
(Gregg),  dated  July  6,  1962,  providing 
for  the  sale  by  Gregg  and  the  purchase 
by  Applicant  of  natural  gas.  Applicant 
states  further  that  by  Commission 
order  Issued  March  22,  1972,  in  Docket 
No.  CI71-613  (unreported),  Gregg  was 
authorized  to  abandon  said  sale  and  that 
no  service  is  being  rendered  by  means  of 
the  facilities  described  herein.  Applicant 
states  that  no  service  now  being  rendered 
will  be  affected  by  the  abandonment. 

Applicant  proposes  to  remove  only 
such  equipment  from  said  facilities  as  it 
determines  to  be  salvable  and  usable. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Novem¬ 
ber  26,  1973,  file  with  the  Federal  Power 
Commission,  Washingtcai,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  reg¬ 
ulations  imder  the  Natural  Gas  Act  (18 
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CFR  157.10) .  All  protests  filed  with  the 
Commission  will  be  ccmsidered  by  It  in 
determining  the  appropriate  actiwi  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  pcuty 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
fiulher  notice  before  the  Commission  on 
this  application  if  no  petiticm  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  permission 
and  approval  for  the  proposed  abandon¬ 
ment  are  required  by  the  public  con¬ 
venience  and  necessity.  If  a  petition  for 
leave  to  intervene  is  timely  filed,  or  if 
the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  imless  otherwise  advised,  it  will  be 
urmecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.73-23908  Piled  11-8-73:8:45  am) 


[Docket  No.  RP74-241 

TENNESSEE  GAS  PIPELINE  CO. 

Order  Rejecting  Substitute  Tariff  Sheet, 
Suspending  Proposed  Tariff  Sheets,  Set¬ 
ting  Conference  Date  and  Denying 
Motion 

October  30,  1973. 

On  September  28,  1973,  Tennessee  Gas 
Pipeline  Company,  a  Division  of  Ten- 
neco  Inc.  (Tennessee)  filed  eleven  tariff 
sheets^  as  proposed  changes  in  its  FPC 
Gas  Tariff  Ninth  Revised  Volume  No.  1. 
The  revised  tariff  sheets  set  forth  a  pro¬ 
posed  curtailment  plan  and  are  being 
filed  pursuant  to  Commission  Order  No. 
431  in  Docket  No.  Rr-418.  Tennessee 
states  that  the  curtailment  plan  pro¬ 
posed  is  in  conformity  with  the  Commis¬ 
sion’s  Order  No.  467-B  in  Docket  No.  469 
as  modified  by  Commission  Opinion  No. 
647-A  in  that  firm  industrial  sales  of  up 
to  200  Mcf  per  day  are  included  within 
Priority  2  service.  An  effective  date  of 
October  31,  1973,  is  requested. 

On  October  4,  1973,  Tennessee  sub¬ 
mitted  an  optional  Substitute  Original 
Sheet  No.  213P  which  deletes  the  Priority 
2  modification  that  had  been  proposed 
as  in  accord  with  Opinion  No.  647-A. 
Should  the  Commission  decide  that  such 
modification  not  be  consistent  with 
Order  No.  467-B  and  result  in  a  possible 
suspension  of  the  effectiveness  of  the 

1  Original  Sheet  Nos.  213E,  213F,  213G, 
213H.  2131,  213J,  and  213K,  First  Revised 
Sheet  Nos.  12A.  12B,  209,  and  213D. 


proposed  changes,  Tennessee  requests 
that  the  substitute  sheet  be  accepted 
and  that  the  Commission’s  Regulations 
be  waived  to  permit  the  curtailmKit  plan 
to  become  effective  on  October  31,  1973. 

The  curtailment  plan,  as  originally 
proposed  by  Tennessee,  appears  to  be 
consistent  with  Order  No.  467-B.  How¬ 
ever,  it  includes  other  provisions  not  con¬ 
templated  by  said  order  such  as:  (1)  A 
demand  charge  credit  account,  (2)  over¬ 
run  penalty  redistribution  and  (3)  emer¬ 
gency  entitlement  adjustment  provi¬ 
sions,  including  environmental  emer¬ 
gencies.  In  view  of  the  above,  we  will 
reject  Tennessee’s  proposed  Substitute 
Original  Sheet  No.  213P  filed  on  Octo¬ 
ber  4,  1973,  suspend  until  November  1, 
1973,  the  propos^  tariff  sheets,  and  con¬ 
vene  a  conference  to  be  presided  over 
by  the  Commission  Staff  to  determine 
the  possibility  of  reaching  an  agreement 
regarding  the  implementation  of  Ten¬ 
nessee’s  curtailment  plan  to  include  inter 
alia,  agreement  on  the  utilization  of  a 
base  period  for  possible  ciirtailment, 
pending  resolution  of  the  limitation  issue 
in  Docket  No.  CP73-115  et  al.,  for  the 
1973-74  winter  season.  The  burden  of 
proof  for  modifications  in  the  Order  No. 
467-B  priorities  shall  be  upon  any  party 
who  proposes  such  alterations. 

Athens  Utilities  Board,  et  al.  (Athens) , 
filed  on  October  15,  1973,  a  motion  to  re¬ 
ject  Tennessee’s  filing,  or  in  lieu  thereof, 
to  consolidate  Docket  Nos.  CP74-24  and 
CP73-115,  et  al.  and  suspend  said  filing 
for  the  full  statutory  period.’  We  find  no 
merit  in  Athens’  motion  that  we  reject 
Tennessee’s  filing  and  direct  Tennessee 
to  file  a  certificate  application  imder  sec¬ 
tion  7(c)  for  additional  facilities  to  in¬ 
crease  deliveries  of  gas  to  its  G  and  GS 
customers  for  the  1973-74  winter  season. 
The  Natural  Gas  Act  does  not  grant  us 
the  authority  to  direct  Tennessee  to  file 
a  section  7(c)  certificate  application.  Ad¬ 
ditionally,  we  believe  it  would  be  a  physi¬ 
cal  impossibility  for  Tennessee  to 
construct  facilities  to  provide  this  addi¬ 
tional  service  for  the  1973-74  winter  sea¬ 
son.  Also,  Athens  presents  no  arguments 
in  support  of  its  alternative  motions  to 
suspend  Tennessee’s  filing  for  the  full 
statutory  period  and  consolidate  this  pro¬ 
ceeding  with  the  "show  cause’’  proceed¬ 
ing  in  Docket  No.  CP73-115,  et  al.,  and 
we  find  no  interrelationship  between  the 
two  that  would  make  it  desirable  to  do  so. 
In  CP73-115,  et  al.,  we  issued  an  order  to 
Tennessee  to  show  cause  why  volumetric 
limitations  should  not  be  established*  for 
its  customers  in  light  of  the  national  gas 
shortage  and  the  increasing  deliveries  of 
gas  to  its  customers  for  their  increasing 
annual  sales  of  gas.  The  initial  determi¬ 
nation  of  volumetric  limitations,  if  any, 
will  not  be  on  the  basis  of  end  use 
whereas  the  proF>osed  curtailment  plan 
in  Docket  No.  CP74-24  is  on  that  basis. 
End  use  is  only  a  consideration  in  Docket 
No.  CP73-115  wherein  facilities  were 
certificated  and  we  reserved  for  determi- 


*  Tennessee  filed  an  answer  tx)  the  motions 
to  reject  or  suspend  for  five  months  Its  Order 
No.  467-B  curtailment  filing. 


nation  the  issue  of  whether  to  certificate 
the  delivery  of  those  additional  sales  vol- 
lumes  to  Tennessee’s  customers. 

’The  Commission  finds: 

(1)  Tennessee’s  proposed  Substitute 
Original  Sheet  No.  213F  filed  on  Octo¬ 
ber  4,  1973,  should  be  rejected. 

(2)  It  is  necessary  and  appropriate  for 
the  purposes  of  the  Natural  Gas  Act,  par¬ 
ticularly  sections  4,  5,  and  16  thereof, 
that  the  operation  of  the  revised  tariff 
sheets  tendered  by  Tennessee  on  Sep¬ 
tember  28,  1973,  and  designated  in  foot¬ 
note  1  above,  be  suspended  and  the  use 
thereof  deferred  as  hereinafter  provided. 

(3)  A  conference  i^ould  be  convened 
so  that  agreement  may  be  reached  re¬ 
garding  the  implementation  of  Tennes¬ 
see’s  curtailment  plan  to  include,  inter 
alia,  agreement  on  the  utilization  of  a 
base  period  for  possible  curtailment  for 
the  1973-74  winter  season. 

(4)  The  motion  of  Athens  Utilities 
Board,  et  al.  should  be  denied. 

The  Commission  orders: 

(A)  ’The  proposed  Substitute  Original 
Sheet  No.  213P  filed  on  October  4,  1973, 
by  Tennessee  Gas  Pipeline  Company  is 
hereby  rejected. 

(B)  Original  Sheet  Nos.  213E,  213P, 
213G,  213H,  2131,  213J  and  213K,  First 
Revised  Sheet  Nos.  12A,  12B,  209  and 
21 3D  to  Teimessee  Gas  Pipeline  Com¬ 
pany’s  FPC  Gas  Tariff  Ninth  Revised 
Volume  No.  1  are  hereby  suspended  and 
the  use  thereof  deferred  until  Novem¬ 
ber  1,  1973,  and  until  such  further  time 
as  they  are  made  effective  in  the  manner 
prescribed  by  the  Natural  Gas  Act. 

(C)  A  conference  shall  be  held  com¬ 
mencing  November  26,  1973,  at  10  a.m. 
(e.s.t.)  in  a  room  of  the  Federal  Power 
Commission,  825  North  Capitol  Street 
NE.,  Washington,  D.C.  20426,  at  which 
the  Commission  Staff  shall  preside. 

(D)  The  motion  filed  by  Athens  Util¬ 
ities  Board,  et  al.,  on  October  15,  1973,  is 
hereby  denied. 

(E)  The  request  by  Tennessee  Gas 
Pipeline  Company  for  waiver  of  the  Com¬ 
mission’s  filing  requirements  is  denied. 

By  the  Commission. 

[SEAL]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.73-23911  Filed  11-8-73:8:45  am] 


[Docket  No.  CP74-102] 

TEXAS  EASTERN  TRANSMISSION  CORP. 

Notice  of  Application 

November  2,  1973. 

Take  notice  that  on  October  17,  1973, 
Texas  Eastern  ’Transmission  Corporation 
(Applicant) ,  Post  Office  Box  2521,  Hous¬ 
ton,  Texas  77001,  filed  in  Docket  No. 
CP74-102  an  application  pursuant  to  sec¬ 
tion  7(c)  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and 
necessity  authorizing  the  construction 
over  a  two-year  period  and  operation  of 
126  miles  of  24-inch  pipeline  and  related 
facilities,  for  the  transportation  of  natu¬ 
ral  gas  in  interstate  commerce,  extend¬ 
ing  from  the  Block  349  Field,  Elugene 
Island  Area,  South  Addition,  to  the  Block 
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272  Field,  East  Cameron  Area,  offshore 
Louisiana,  all  as  more  fully  set  forth  In 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec¬ 
tion. 

Applicant  proposes  to  construct  in  the 
first  year  79  miles  of  24 -inch  pipeline 
from  the  Block  349  Field  to  the  terminus 
of  its  certificated  offshore  pipeline  in 
Block  286,  East  Cameron  Area,  and  in 
the  second  year  47  miles  of  24-inch  pipe¬ 
line  extending  from  Block  286  to  Block 
272,  West  Cameron  Area,  all  offshore 
Louisiana.  Applicant  states  that  said 
pipeline  facilities  are  necessary  to  enable 
Applicant  to  purchase  and  transport  an¬ 
ticipated  volumes  of  natural  gas  of  up  to 
224,000  Mcf  per  day  from  wells  drilled 
in  Block  349.  Applicant  states  further 
that  pursuant  to  advance  payment  agree¬ 
ments  between  Applicant  and  Louisiana 
Land  Offshore  Exploration  Company 
dated  April  30,  1973,  and  Marathon  Oil 
Company  dated  September  7, 1973,  and  a 
soon  to  be  finalized  advance  payment 
agreement  with  Applicant’s  subsidiary, 
Texas  Eastern  Exploration  Co.,  Appli¬ 
cant  has  the  right,  among  other  things, 
to  purchase  all  gas  discovered  in  Block 
349  by  these  procedures. 

Applicant  states  that  based  on  present 
projections-  it  anticipates  average  day 
firm  curtailments  during  the  first  eight 
months  of  1974  of  approximately  500,000 
Mcf  of  natural  gas.  The  application  states 
that  gas  purchased  from  Block  349  will 
enable  Applicant  to  help  meet  its  exist¬ 
ing  commitments  to  its  customers. 

Applicant  states  the  total  estimated 
cost  of  the  proposed  facilities  is 
$64,259,000 "  which  will  be  Initially 
financed  by  use  of  Applicant’s  revolving 
credit  arrangement  and  later  perma¬ 
nently  financed  through  the  issuance  of 
bonds,  stocks,  or  from  its  general  funds, 
depending  on  market  conditions  at  that 
time. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Novem¬ 
ber  26,  1973,  file  with  the  Federal  Power 
^Commission,  Washington,  D.C.  20426,  a 
petition  to  Intervene  or  a  protest  In  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  reg¬ 
ulations  under  the  Natural  Gras  Act  (18 
CFR  157.10) .  All  protests  filed  with  the 
Commission  will  be  considered  by  It  In 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
In  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 


'  Estimated  cost  of  the  1974  proposed  con¬ 
struction  of  79.0  miles  of  24-lnch  pipeline 
and  related  facilities  Is  $39,892,000,  while  the 
estimated  cost  of  the  1976  proposed  construc¬ 
tion  of  47.0  miles  of  24-lnch  pipeline  and 
related  facilities  Is  $24,367,000. 


eral  Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com¬ 
mission’s  rules  of  practice  and  procedure, 
a  hearing  will  be  held  without  further 
notice  before  the  Commission  on  this  ap¬ 
plication  if  no  i>etitlon  to  Intervene  Is 
filed  within  the  time  required  herein,  if 
the  Commission  on  its  own  review  of  the 
matter  finds  that  a  grant  of  the  certifi¬ 
cate  Is  required  by  the  public  convenience 
and  necessity.  If  a  petition  for  leave  to 
Intervene  Is  timely  filed,  or  If  the  Com¬ 
mission  on  its  own  motion  believes  that 
a  formal  hearing  Is  required,  further 
notice  of  such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  fmless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.73-23912  Rled  ll-8-73;8;45  am] 


[Docket  No.  CP74^691 

UNITED  GAS  PIPE  LINE  CO.  AND 
TENNESSEE  GAS  PIPELINE  CO. 

Notice  of  Application 

November  2,  1973. 

Take  notice  that  on  August  31,  1973, 
United  Gas  Pipe  Line  Company  (United) , 
1525  Fairfield  Avenue,  Shreveport,  Loui¬ 
siana  71101,  and  Tennessee  Gas  Pipeline 
Company,  a  Division  of  Tenneco  Inc. 
(Tennessee),  P.O.  Box  2511,  Houston, 
Texas  77001,  filed  in  Docket  No.  CP74-59 
a  joint  application  pursuant  to  section 
7(c)  of  the  Natural  (3as  Act  for  a  certifi¬ 
cate  of  public  convenience  and  necessity 
authorizing  by  means  of  existing  facili¬ 
ties  the  exchange  of  natural  gas  between 
Applicants,  all  as  more  fully  set  forth  In 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec¬ 
tion. 

Applicants  state  that  on  May  10,  1973, 
pursuant  to  §  157.22  of  the  regulations 
imder  the  Natural  Gas  Act  (18  CFR 
157.22),  United,  Tennessee,  and  Gulf 
Energy  and  Development  Corporation 
(Gulf),  certificate  applicant  in  Docket 
No.  CP73-343,  commenced  emergency 
transportation  and  exchange  of  natural 
gas  to  allow  United  to  receive  into  its 
system  gas  being  purchased  from  Penn- 
zoil  Producing  Company  (Pennzoil) ,  cer¬ 
tificate  applicant  in  Docket  No.  CI73-813, 
on  an  emergency  basis  In  Zapata  County, 
Texas. 

Gas  piu-chased  by  United  from  Penn¬ 
zoil  in  Zapata  Coimty  will  be  delivered 
to  Gulf  for  transportation  to  the  Zim 
Field  Area,  Starr  Coxmty,  Texas,  where 
Gulf  will  deliver  up  to  25,000  Mcf  of  gas 
per  day  to  Tennessee  at  an  existing  inter¬ 
connection  on  Tennessee’s  pipeline.  Con¬ 
temporaneously  therewith,  Tennessee 
will  deliver  equivalent  volumes  of  gas  to 
United  at  the  outlet  of  Atlantic  Richfield 
Company’s  Bayou  Sale  Plant  in  Saint 
Mary’s  Parish,  Louisiana.  The  agreement 
between  applicants  dated  July  9,  1973, 
providing  for  the  subject  exchange,  will 
remain  in  effect  for  one  year  and  wlU 
continue  in  force  on  a  month-to-month 


basis  thereafter,  until  terminated  by 
either  party  upon  at  least  thirty  days 
written  notice  to  the  other  party. 

Applicants  state  the  exchange  of  gas 
Is  mutually  beneficial  In  that  It  will  en¬ 
able  each  to  operate  their  respective  pipe¬ 
line  systems  with  added  fiexibility  and 
dependability  and  eliminate  the  need  for 
additional  facilities. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Novem¬ 
ber  26,  1973,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding  or  to  par¬ 
ticipate  as  a  party  in  any  hearing  therein 
must  file  a  petition  to  intervene  in  ac¬ 
cordance  with  the  Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein.  If  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant  of 
the  certificate  Is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  Intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised.  It  will  be 
imnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc .73-239 10 Filed  11-8-73:8:45  am] 


[Docket  Nos.  RP71-29,  RP71-120] 

UNITED  GAS  PIPE  LINE  CO. 

Proposed  Changes  in  FPC  Gas  Tariff 

November  2, 1973. 

Take  notice  that  on  October  26,  1973, 
United  Gas  Pipe  Line  Company  (United) 
tendered  for  filing  two  sets  of  revised  and 
original  tariff  sheets  to  Its  FPC  Gas 
Tariff,  First  Revised  Volume  No.  1  estab¬ 
lishing  procedural  guidelines  for  grant¬ 
ing  emergency  exemptions  from  curtail¬ 
ment  to  its  direct  electric  utility  cus¬ 
tomers  under  both  the  three  category  and 
five  priority  curtailment  plans.  The  tariff 
sheets  are  purportedly  drafted  to  ensure 
compliance  with  emergency  exemption 
from  curtailment  procedures  established 
by  Finding  paragraph  D  of  Commission 
Opinion  No.  647. 
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The  first  set  of  four  sheets,  styled  Ap¬ 
pendix  A,  are  designed  to  supersede  Third 
Revised  Sheet  No.  71,  currently  in  effect. 
United  proposes  that  it  be  made  effective 
as  of  November  1, 1973,  the  date  on  which 
the  three  category  winter  curtailment 
program  is  scheduled  for  implementation. 

The  second  set  of  four  sheets,  styled 
Appendix  B,  are  designed  to  be  a  sub¬ 
stitute  for  Eighth  Revised  Sheet  No.  72 
and  Fourth  Revised  Sheet  No.  72-A  filed 
by  United  on  June  29  and  August  3,  1973, 
purportedly  pursuant  to  Commission 
Opinion  No.  647-A  and  Order  Upon  Re¬ 
consideration  of  Opinion  No.  647-A. 
United  proposes  that  these  sheets  be 
made  effective  at  such  time  that  the 
sheets  for  the  five  priority  curtailment 
program  filed  June  29  and  August  3, 1973, 
are  made  effective. 

Take  further  notice  that,  under  both 
sets  of  sheets,  emergency  gas  volumes  de¬ 
livered  in  a  given  month  and  not  repaid 
by  the  end  of  that  month  will  be  billed 
at  80  cents  per  Mcf,  with  a  Btu 
adjustment. 

A  shortened  notice  poriod  in  tliis  mat¬ 
ter  will  be  in  the  public  interest.  Any 
person  desiring  to  be  heard  or  to  protest 
said  filing  should  file  a  petition  to  inter¬ 
vene  or  protest  with  the  Federal  Power 
Commission.  825  North  Capitol  Street 
NE.,  Washington,  D.C.  20426,  in  accord¬ 
ance  with  §§  1.8  or  1.10  of  the  Commis¬ 
sion’s  rules  of  practice  and  procedure  (18 
CFR  1.9  or  1.10).  All  such  petitions  or 
protests  should  be  filed  on  or  before  No¬ 
vember  16.  1973.  Protests  will  be  consid¬ 
ered  by  the  Commission  in  determining 
the  appropriate  action  to  be  taken  but 
will  not  serve  to  make  protestants  parties 
to  the  proceeding.  Any  person  wishing  to 
become  a  party  must  file  a  petition  to 
Intervene.  Copies  of  this  filing  are  on  file 
with  the  Commission  and  are  available 
for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

fFR  Doc.73-23913  Filed  ll-8-73;8:45  am] 

FEDERAL  RESERVE  SYSTEM 

ALPHA  AGENCY,  INC.  AND 
PIERCE  AGENCY,  INC. 

Order  Approving  Retention  of  Voting 
Shares  of  Bank 

Alpha  Agency,  Inc.  and  Pierce  Agency, 
Inc.,  both  of  Aztec,  New  Mexico  (herein¬ 
after  sometimes  jointly  referred  to  as 
“Applicant”),  are  bank  holding  compa¬ 
nies  within  the  meaning  of  the  Bank 
Holding  Company  Act  and  have  applied 
for  the  Board’s  approval  under  section 
3(a)(3)  of  the  Act  (12  U.S.C.  1842(a) 
(3) )  for  Pierce  Agency,  Inc.  to  retain 
an  additional  13.97  percent  of  the  voting 
shares  of  The  Citizens  Bank,  Farming- 
ton,  New  Mexico  (Bank) .  Alpha  Agency, 
Inc.,  which  owns  64  percent  of  Pierce 
Agency,  Inc.’s  outstanding  voting 
shares,  would  retain  indirect  control  of 
the  additional  voting  shares  of  Bank 
sought  to  be  retained  by  Pierce  Agency, 
Inc. 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to  sub¬ 


mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  ’The  time  for  filing  comments  and 
views  has  expired,  and  none  has  been 
timely  received.  ’The  Board  has  consid¬ 
ered  the  application  in  light  of  the  fac¬ 
tors  set  forth  in  section  3(c)  of  the  Act 
(12  U.S.C.  1842(c)). 

Alpha  Agency,  Inc.  and  Pierce  Agency, 
Inc.  both  became  one-bank  holding  com¬ 
panies  as  a  result  of  the  1970  Amend¬ 
ments  to  the  Act  due  to  Pierce  Agency, 
Inc.’s  ownership  of  12,960  (28.80  per¬ 
cent),  of  the  voting  shares  of  Bank.  On 
March  1,  1971,  Pierce  Agency,  Inc.  pur¬ 
chased  without  prior  Board  approval  an 
additional  6,550  (14.56  percent),  of  the 
voting  shares  of  Bank  from  the  estate  of 
a  Bank  shareholder  who  had  been  adjudi¬ 
cated  an  incompetent  by  a  court  having 
lawful  jurisdiction.'  Pierce  Agency,  Inc., 
paid  a  price  of  $35  per  share  for  these 
additional  shares,  which  purchase  price 
had  been  suggested  by  an  independent 
third  party  and  had  been  approved  by 
the  court  having  jurisdiction  over  the 
estate  of  the  incompetent  Bank  share¬ 
holder.  As  a  result  of  this  purchase  of 
additional  shares.  Applicant  increased  its 
control  of  Bank  from  12,960  (28.80  per¬ 
cent),  to  19,510  (43.36  percent),  of  the 
outstanding  voting  shares  of  Bank.  Ap¬ 
plicant  now  owns  approximately  43  per¬ 
cent  of  the  outstanding  voting  shares 
of  Bank  and  Applicant  now  seeks  ap¬ 
proval  of  the  retention  of  the  additional 
voting  shares  pmchased  on  March  1, 
1971. 

Bank  has  its  main  office  in  Farmington 
and  branch  offices  in  Aztec  and  Bloom¬ 
field,  New  Mexico.  Bank  holds  $26  million 
of  deposits  representing  37.58  percent  of 
total  commercial  bank  deposits  in  the 
San  Juan  County  banking  market  and  1.2 
percent  of  total  commercial  bank  de¬ 
posits  in  the  State.'  Applicant’s  retention 
of  the  additional  shares  acquired  on 
March  1,  1971,  would  have  no  significant 
effect  on  competition  or  the  concentra¬ 
tion  of  banking  resources  in  any  relevant 
area  and  w'ould  serve  only  to  reinforce 
Applicant’s  previously  existing  control  of 
Bank.  Retention  of  the  subject  shares  of 
Bank  will  have  little  or  no  effect  upon 
Bank’s  ability  to  meet  the  convenience 
and  needs  of  the  commimities  it  serves. 
’The  financial  and  managerial  resources 
of  Applicant  and  Bank  are  satisfactory, 
and  future  prospects  of  all  appear  favor¬ 
able.  It  is  the  Board’s  judgment  that  the 


» Pierce  Agency,  Inc.,  which  registered  as  a 
bank  holding  company  In  accordance  with 
section  5(a)  of  the  Act  on  June  30,  1971,  pur¬ 
chased  the  additional  voting  shares  of  Bank 
sought  to  be  retained  herein  on  March  1, 

1971,  without  Board  approval  as  required 
under  section  3(a)  (3)  of  the  Act.  The  Board 
has  reviewed  the  circumstances  of  that  acqui¬ 
sition  and  determined  that  such  action  was 
not  in  willful  violation  of  the  Bank  Holding 
Company  Act.  As  a  result  of  subsequent  sales 
of  some  of  these  voting  shares  acquired  on 
March  1,  1971,  the  shares  sought  to  be  re¬ 
tained  herein  by  Pierce  Agency,  Inc.  now 
constitute  13.97  per  cent  of  the  outstanding 
voting  shares  of  Bank. 

*A11  banking  data  are  as  of  December  31, 

1972. 


proposed  retention  is  In  the  public  in¬ 
terest  and  that  the  application  should  be 
approved. 

On  the  basis  of  the  record,  the  applica¬ 
tion  is  approved  for  the  reasons  summa¬ 
rized  above. 

By  order  of  the  Board  of  Gtovernors,’ 
effective  November  1. 1973. 

[seal]  Chester  B.  P^ldberg, 

Secretary  of  the  Board. 

(PR  Doc.73-23882  PUed  ll-8-73;8:45  am] 

BARNETT  BANKS  OF  FLORIDA,  INC. 
Order  Approving  Acquisition  of  Banks 

Barnett  Banks  of  Florida,  Inc.,  Jack¬ 
sonville,  Florida,  a  bank  holding  com¬ 
pany  wdthin  the  meaning  of  the  Bank 
Holding  Company  Act,  has  applied  for 
the  Board’s  approval  under  section  3(a) 
(3)  of  the  Act  (12  U.S.C.  1842(a)  (3) )  to 
acquire  80  percent  or  more  of  the  voting 
shares  of  First  Bank  of  Plantaticm, 
Plantation,  Florida:  University  Bank, 
Broward  County,  Florida;  and  Riverland 
Bank,  Fort  Lauderdale,  Florida  (Subject 
Banks). 

Notice  of  the  applications,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views,  has  been 
given  in  accordance  with  section  3(b)  of 
the  Act.  ’The  time  for  filing  comments 
and  views  has  expired,  and  the  Board  has 
considered  the  applications  and  all  com¬ 
ments  received  in  light  of  the  factors  set 
forth  in  section  3(c)  of  the  Act  (12  U.S.C. 
1842(c)). 

Applicant  controls  46  banks  with  total 
deposits  of  $1.5  billion,  representing  ap¬ 
proximately  7.6  percent  of  the  total  de¬ 
posits  of  commercial  banks  in  the  State, 
and  is  the  second  largest  banking  or¬ 
ganization  in  Florida.  (All  banking  data 
are  as  of  Jime  30,  1973,  and  reflect  hold¬ 
ing  company  acquisitions  approved  as  of 
October  15,  1973,  unless  otherwise  indi¬ 
cated.)  ’The  acquisition  of  Subject  Banks 
(with  total  deposits  of  $45.5  million) 
would  increase  Applicant’s  share  of  the 
total  State  deposits  by  only  0.2  percent, 
and  it  would  remain  the  second  largest 
banking  organization  in  Florida. 

Subject  Banks  include  two  established 
banks  and  a  newly  opened  bank,  all  in 
the  North  Broward  County  banking  mar¬ 
ket,  which  consists  of  the  area  from  Fort 
Lauderdale  to  and  including  Deerfield 
Beach,  Florida.  Together  Subject  Banks 
control  3.2  percent  of  the  total  market 
deposits  and  rank  seventh  of  23  banking 
organizations  in  the  market.  (All  market 
share  data  are  as  of  December  31,  1972.) 
Since  Subject  Banks  are  closely  affiliated 
through  common  directors,  common  sen¬ 
ior  management,  and  common  stock¬ 
holders,  the  proposed  acquisition  is  not 
likely  to  eliminate  any  existing  compe¬ 
tition  or  foreclose  potential  competition 
between  these  three  banks  in  the  reason- 
,  ably  near  future. 


*  Voting  for  this  action:  Chairman  Burns 
and  Gtovemors  MltcheU,  Daane,  Brimmer, 
Bucher  and  Holland.  Absent  and  not  voting: 
Governor  Sheehan. 
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Applicant  has  one  subsidiary,  Barnett 
Bank  of  Fort  Lauderdale  (Barnett 
Bank),  in  the  North  Broward  market. 
Barnett  Bank  has  deposits  of  $27  mil¬ 
lion  representing  2.0  percent  of  market 
deposite  and  ranks  tenth  of  the  23  bank¬ 
ing  organizations  in  the  market.  As  a 
result  of  this  proposed  acquisition,  Appli¬ 
cant  will  control  5.2  percent  of  market 
deposits  and  rank  seventh  of  22  banking 
organizations  in  the  market.  Applicant 
will  not  gain  a  dominant  position  in  the 
market  which  Includes  five  of  Florida’s 
ten  largest  bank  holding  companies.  Al¬ 
though  this  proposed  acquisition  will 
eliminate  some  existing  competition  be¬ 
tween  Barnett  Bank  and  Subject  Banks, 
the  amoimt  eliminated  is  deemed  insig¬ 
nificant.  No  overlap  exists  between  the 
service  area  of  Barnett  Bank,  located  in 
downtown  Fort  Lauderdale,  and  that  of 
Subject  Banks,  all  located  in  suburban 
areas  west  of  Fort  Lauderdale. 

Approval  of  this  proposed  acquisition 
would  remove  the  possibility  of  future 
competition  developing  between  Barnett 
Bank  and  Subject  Banks.  The  possible 
adverse  effect  on  potential  future  compe¬ 
tition  does  not  appear  significant  in  view 
of  the  small  size  of  Barnett  Bank  and 
Subject  Banks,  the  presence  of  a  large 
number  of  competing  banks,  the  pre¬ 
dicted  strong  growth  of  Broward  County, 
and  the  number  of  remaining  indepen¬ 
dent  banks  and  pending  de  novo  applica¬ 
tions.  The  Board  concludes  that  consum¬ 
mation  of  the  proposed  acquisition  would 
have  only  slightly  adverse  competitive  ef¬ 
fects. 

Applicant' has  recently  injected  capital 
into  certain  of  its  subsidiary  banks  and 
has  increased  its  equity  capital  by  con¬ 
verting  debentures  to  common  stock.  It 
has  also  completed  a  public  stock  of¬ 
fering.  Applicant,  therefore,  has  the  ca¬ 
pability  and  stands  ready  to  inject  addi¬ 
tional  capital  into  Subject  Banks  should 
it  prove  necessary.  In  light  of  these  ac¬ 
tions,  the  Board  finds  the  financial  con¬ 
dition  and  managerial  resources  of  the 
Applicant,  its  subsidiaries,  and  Subject 
Banks  to  be  satisfactory;  and  prospects 
for  each  are.  favorable. 

There  is  no  evidence  that  the  banks  in 
the  market  are  failing  to  meet  the  bank¬ 
ing  needs  of  the  community,  but  affilia¬ 
tion  with  Applicant  should  provide  Sub¬ 
ject  Banks  with  the  ability  to  become 
more  aggressive  lenders  and  compete  for 
larger  commercial  and  real  estate  loans. 
In  the  rapidly  growing  Broward  County 
area,  such  greater  lending  ability  will 
have  positive  public  benefits.  In  addition. 
Applicant  will  assist  Subject  Banks  in 
providing  trust  services.  Accordingly, 
considerations  relating  to  convenience 
and  needs  of  the  communities  to  be 
served  lend  weight  for  approval  and  out¬ 
weigh  the  slightly  adverse  competitive 
effects  of  the  acquisition.  It  is  the  Board’s 
judgment  that  consummation  of  the  pro¬ 
posed  acquisition  would  be  in  the  public 
interest  and  the  applications  should  be 
approved. 

On  the  basis  of  the  record,  the  applica¬ 
tions  are  approved  for  the  reasons  sum¬ 
marized  above.  The  transaction  shall  not 
be  consummated  (a)  before  the  thirtieth 


calendar  day  following  the  effective  date 
of  this  Order  or  (b)  later  than  three 
months  after  the  effective  date  of  this 
Order  imless  such  period  is  extended  for 
good  cause  by  the  Board  or  by  the  Fed¬ 
eral  Reserve  Bank  of  Atlanta  pursuant  to 
delegated  authority. 

By  order  of  the  Board  of  Governors,^ 
effective  November  1, 1973. 

[seal]  Chester  B.  Feldberg, 

Secretary  of  the  Board. 

[FR  Doc.73-23883  Filed  11-8-73; 8; 45  am] 


FARMER  CITY  AGENCY,  INC. 

Order  Approving  Acquisition  of  Bank 

Farmer  City  Agency,  Inc.,  Farmer  City, 
Illinois,  a  bank  holding  company  within 
the  meaning  of  the  Bank  Holding  Com¬ 
pany  Act,  has  applied  for  the  Board’s 
approval  under  section  3(a)(3)  of  the 
Act  (12  U.S.C.  1842(a)  (3) )  to  acquire  an 
additional  6.27  percent  of  the  voting 
shares  of  National  Bank  of  CTienoa, 
Chenoa,  Illinois  (Bank) 

Notice  of  the  application,  affording  op¬ 
portunity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  none  has  been 
timely  received.  The  Board  has  consid¬ 
ered  the  application  in  light  of  the  fac¬ 
tors  set  forth  in  section  3(c)  of  the  Act 
(12  U.S.C.  1842(c)). 

Applicant  controls  41  percent  of  the 
shares  of  its  only  present  subsidiary  bank. 
Farmer  City  State  Bank,  Farmer  City, 
Illinois,  with  deposits  of  $12.8  million, 
representing  less  than  1  percent  of  com- 
merlcal  bank  deposits  in  Illinois.  (All 
banking  data  are  as  of  December  31, 
1972.)  The  acquisition  of  shares  of  Bank 
would  not  affect  the  concentration  of 
banking  resources  in  the  State.  Applicant 
conducts  an  insurance  agency  business  in 
Farmer  City  (population  of  less  than 
5,000)  and  deals  almost  exclusively  in  the 
sale  of  insurance  that  is  directly  related 
to  the  extension  of  credit  by  Applicant’s 
subsidiary  bank. 

Bank  ($9.8  million  of  deposits),  estab¬ 
lished  in  June,  1950,  has  no  branches  and 
is  the  only  bank  in  the  town  of  Chenoa. 
Bank  is  the  fifth  largest  of  eleven  banks 
competing  in  its  market  area  (approxi¬ 
mated  by  the  northern  quarter  of  Mc¬ 
Lean  County  and  the  southern  quarter  of 
Livingston  County)  and  controls  8.2  per¬ 
cent  of  the  deposits  in  commercial  banks 
in  the  market.  Applicant’s  present  sub¬ 
sidiary  is  located  about  40  miles  from 
Bank,  in  a  separate  banking  market,  and 
there  is  no  meaningful  present  competi¬ 
tion  between  the  two  institutions.  Fur¬ 
thermore,  it  appears  unlikely  that  any 


1  Voting  for  this  action:  Chairman  Bvims 
and  Governors  Mitchell,  Daane,  Brimmer, 
Bucher,  and  Holland.  Absent  and  not  voting: 
Governor  Sheehan. 

1  Applicant  presently  owns  4.9  percent  of 
the  voting  shares  of  Bank.  Officers  of  Appli¬ 
cant  own  45.9  percent  of  Bank  in  their  in¬ 
dividual  capacities  and  this  application 
represents  a  transfer  to  corporate  ownership 
of  a  portion  of  this  individual  ownership. 


significant  competition  would  develop  in 
the  futvire  due  to  Illinois’  restrictive 
branching  law  and  the  distances  sepa¬ 
rating  the  banking  offices.  The  Board 
concludes  that,  even  if  this  were  a  pro¬ 
posal  to  acquire  a  controlling  interest  in 
Bank,  consummation  of  the  proposal 
would  not  have  any  adverse  competitive 
effects. 

The  financial  and  managerial  re¬ 
sources  and  future  prospects  of  Bank, 
and  of  Applicant  and  its  subsidiary  bank, 
are  regarded  as  satisfactory  and  consist¬ 
ent  with  approval  of  the  application. 
Since  Applicant  views  its  11.2  percent 
ownership  of  Bank  as  an  investment 
only,  no  changes  in  services  or  facilities 
are  proposed.  Considerations  relating  to 
the  convenience  and  needs  of  the  com¬ 
munity  to  be  served  are  consistent  with 
approval.  It  is  the  Board’s  judgment  that 
the  proposed  transaction  would  be  con¬ 
sistent  with  the  public  interest,  and  that 
the  application  should  be  approved. 

On  the  basis  of  the  record,  the  appli¬ 
cation  is  approved  for  the  reasons  sum¬ 
marized  above.  'The  transaction  shall  not 
be  consummated  (a)  before  the  thirtieth 
calendar  day  following  the  effective  date 
of  this  Order  or  (b)  later  than  three 
months  after  the  effective  date  of  this 
Order,  imless  such  period  is  extended  for 
good  cause  by  the  Board,  or  by  the  Fed¬ 
eral  Reserve  Bank  of  Chicago  pursuant 
to  delegated  authority. 

By  order  of  the  Board  of  Governors,* 
effective  November  1,  1973. 

[seal]  Chester  B.  Feldberg, 
Secretary  of  the  Board. 

[FR  Doc.73-23884  Filed  ll-8-73;8:45  am] 


GENERAL  FINANCIAL  SYSTEMS 

Request  for  Determination  and  Order 
Providing  Opportunity  for  Hearing 

Notice  is  hereby  given  that  a  request 
has  been  made  to  the  Board  of  Gover¬ 
nors  of  the  Federal  Reserve  System,  pur¬ 
suant  to  the  provisions  of  section  2(g)(3) 
of  the  Bank  Holding  Company  Act  of 
1956  (12  U.S.C.  1841(g)  (3)),  by  General 
Financial  Systems,  Inc.,  Riviera  Beach, 
Florida,  a  bank  holding  company,  for  a 
determination  that,  with  respect  to  the 
September  30,  1972,  transfer  by  General 
Financial  Systems  of  its  nonbanking  in¬ 
terests,  which  included  housing  con¬ 
struction,  real  estate  leasing,  data  proc¬ 
essing  and  insurance  businesses,  to  Fii*st 
American  Corporation,  Riviera  Beach, 
Florida,  General  Financial  Systems  is  not 
in  fact  capable  of  controlling  First  Amer¬ 
ican  Corporation,  although  certain 
transferees  of  shares  of  First  American 
Corporation  are  indebted  to  General  Fi¬ 
nancial  Systems  or  its  subsidiaries. 

Section  2(g)(3)  of  the  Act  provides 
that  shares  transferred  after  January  1, 
1966,  by  any  bank  holding  company  (or 
by  any  company  which,  but  for  such 
transfer,  would  be  a  bank  holding  com- 


>  Voting  for  this  action:  Chairman  Burns 
and  Governors  Mitchell,  Daane,  Brimmer, 
Bucher,  and  Holland.  Absent  and  not  voting: 
Governor  Sheehan. 
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pany)  directly  or  indirectly  to  any  trans¬ 
feree  that  is  indebted  to  the  transferor, 
or  has  one  or  more  officers,  directors, 
trustees,  or  beneficiaries  in  common  with 
or  subject  to  control  by  the  transferor, 
shall  be  deemed  to  be  indirectly  owned 
or  controlled  by  the  transferor  unless  the 
Board,  after  opportunity  for  hearing,  de¬ 
termines  that  the  transferor  is  not  in 
fact  capable  of  controlling  the  trans¬ 
feree. 

It  is  ordered.  That,  pursuant  to  section 
2(g)  (3)  of  the  Act,  an  opportunity  be 
and  hereby  is  provided  for  filing  a  re¬ 
quest  for  hearing.  Any  such  request 
should  be  submitted  in  writing  (in  dupli¬ 
cate)  to  the  Secretary,  Board  of  Gover¬ 
nors  of  the  Federal  Reserve  System, 
Washington,  D.C.  20551,  to  be  received 
on  or  before  November  25,  1973.  The  re¬ 
quest  for  hearing  should  contain  a  state¬ 
ment  of  the  natme  of  the  requesting 
person’s  interest  in  the  matter,  his  rea¬ 
sons  for  wishing  to  appear  at  an  oral 
hearing,  and  a  summary  of  the  matters 
concerning  which  said  person  wishes  to 
give  testimony  at  such  hearing.  The 
Board  will  subsequently  designate  a  time 
and  place  for  any  hearing  ordered,  and 
will  give  notice  of  such  hearing  to  the 
transferor,  the  transferee,  and  all  per¬ 
sons  who  have  requested  a  hearing.  In 
the  absence  of  a  request  for  a  hearing, 
the  Board  will  proceed  with  considera¬ 
tion  of  the  requested  determination  on 
the  basis  of  documentary  evidence  filed 
on  or  before  November  25,  1973. 

By  order  of  the  Board  of  Governors, 
November  1, 1973. 

[seal!  Theodore  E.  Allison, 
Assistant  Secretary 

of  the  Board. 

[FR  Doc.73-23885  Piled  11-8-73:8 :45  am] 


LIBERTY  NATIONAL  CORP. 

Order  Approving  Retention  of  Liberty  Fi¬ 
nancial  Corporation  and  Liberty  Mort¬ 
gage  Company 

Liberty  National  Corporation,  Okla¬ 
homa  City,  Oklahoma,  a  bank  holding 
company  within  the  meaning  of  the  Bank 
Holding  Company  Act,  has  applied  for 
the  Board’s  approval  under  section  4(c) 
(8)  of  the  Act  and  section  225.4(b)  (2)  of 
the  Board’s  Regulation  Y,  to  retain  all 
of  the  voting  shares  of  Liberty  Financial 
Corporation  (Liberty  Financial),  a 
wholly-owned  subsidiary  of  Applicant, 
which  in  turn  owms  all  the  shares  of 
Liberty  Mortgage  Company  (Liberty 
Mortgage),  both  located  in  Oklahoma 
City,  Oklahoma.’ 


'On  December  21,  1971,  Liberty  Financial 
acquired  from  Applicant’s  banking  subsidiary 
all  of  the  outstanding  shares  of  Home  Mort¬ 
gage  &  Investment  Company  (now  Liberty 
Mortgage).  At  the  same  tfine.  Liberty  Real 
Estate  Company,  a  company  engaged  in  land 
development  activities  and  Liberty  Property 
Management  Company,  a  property  manage¬ 
ment  company,  were  also  acquired  by  Liberty 
Financial.  (Liberty  Property  Management  has 
since  been  transferred  back  to  Applicant’s 


Liberty  Financial  would  engage  di¬ 
rectly  in  the  activities  of  purchasing  real 
estate  loans  from  Applicant’s  banking 
subsidiary  and  originating  and  servicing 
real  estate  oriented  loans,  including  in¬ 
terim  financing  of  commercial,  indus¬ 
trial,  and  residential  projects  for  its  own 
account.  ’Through  its  ownership  of  Lib¬ 
erty  Mortgage,  Liberty  Financial  indi¬ 
rectly  engages  in  the  activities  of  orig¬ 
inating,  selling,  and  servicing  real  estate 
mortgages  on  residential  and  commercial 
propierty  under  agreement  with  various 
institutional  lenders  and  offering  to  per¬ 
sons  whose  loans  are  being  serviced  by 
Liberty  Mortgage,  decreasing  term  life 
insurance  and  disability  insurance  for 
both  of  which  the  mortgagee  Is  a  bene¬ 
ficiary.  Such  activities  have  been  deter¬ 
mined  by  the  Board  to  be  closely  related 
to  banking  (12  CFR  225.4(a)  (1),  (3), 
and  (9) ) . 

Notice  of  the  applications,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views  on  the  pub¬ 
lic  interest  factors  has  been  duly  pub¬ 
lished  (37  FR  26348) .  The  time  for  filing 
comments  and  views  has  expired  and 
none  has  been  timely  received. 

Applicant  seeks  permission  through 
these  applications  to  operate  Liberty 
Mortgage  under  the  broader  authority 
contained  in  section  4(c)  (8)  of  the  Act 
which  would  permit  Liberty  Mortgage  to 
make  loans  at  places  other  than  the 
premises  of  Applicant’s  subsidiary  bank. 

The  Board  regards  the  standards  of 
section  4(c)  (8)  for  the  retention  of 
shares  in  a  nonbanking  company,  previ¬ 
ously  operated  by  a  bank  holding  com¬ 
pany  pursuant  to  section  4(c)  (5),  to  be 
the  same  as  the  standards  for  a  proposed 
section  4(c)(8)  acquisition.  Accordingly, 
the  Board  must  find  that  the  acquisition 
of  the  nonbanking  company  was  not  one 
that  would  result  in  an  undue  concen¬ 
tration  of  resources,  decreased  or  unfair 
competition,  conflicts  of  interest,  or  un¬ 
sound  banking  practices. 

Applicant  controls  one  banking  sub¬ 
sidiary,  Liberty  National  Bank  and  Trust 
Company.  Oklahoma  City  (Liberty 
Bank),  with  deposits  of  approximately 
$581  million,  representing  7.8  percent  of 
the  commercial  bank  deposits  in  Okla¬ 
homa,  and  is  the  largest  banking  or¬ 
ganization  and  bank  holding  company  in 
the  State.’  Liberty  Bank  is  engaged  In 
making  mortgage  loans  for  its  own  ac¬ 
count.  About  96  percent  of  Liberty  Bank’s 
mortgage  loans  during  1970  and  1971  are 
construction  loans.  During  1971,  Liberty 
Bank  originated  7.4  percent  of  all  real 


banking  subsidiary.)  TTie  shares  of  Home 
Mortgage  &  Investment  Company  were  orig¬ 
inally  acquired  by  Applicant’s  banking  sub¬ 
sidiary  on  March  11,  1971,  In  accordance  with 
section  4(c)(6)  of  the  Act.  Applicant  under¬ 
took  the  December  21,  1971,  transactions  In 
the  mistaken  belief  that  neither  the  Act  nor 
Regulation  Y  required  prior  approval  of  such 
Internal  reorganizations. 

‘All  banking  data  are  as  of  December  31, 
1972,  and  reflect  bank  holding  company  for¬ 
mations  and  acquisitions  approved  by  the 
Board  through  September  30, 1973. 


estate  mortgages  in  Oklahoma  County, 
where  its  subsidiary.  Liberty  Mortgage, 
also  operates. 

Liberty  Mortgage’s  loan  originations 
were  primarily  loans  on  1-  to  4-family 
residences.  It  accounted  for  1.3  percent 
of  all  mortgage  loan  originations  during 
1971  in  Oklahoma  County.  In  the  four 
other  Oklahoma  coimties  in  which 
Liberty  Mortgage  operated  it  was  not  a 
very  significant  competitor.  As  of  June 
30,  1971,  Liberty  Mortgage  was  the  169th 
largest  mortgage  company  in  the  country, 
based  on  a  servicing  volume  of  $122  mil¬ 
lion.  Its  mortgage  servicing  portfolio  has 
increased  by  $63  million  since  it  ceased 
operating  as  an  independent  mortgage 
company. 

The  major  area  affected  by  the  acquisi¬ 
tion  is  Oklahoma  City  and  its  environs, 
the  economic  center  of  Oklahoma  and  the 
largest  city  in  the  State.  At  the  time  of 
the  acquisition  and  thereafter,  the  econ¬ 
omy  of  the  area  was  expanding  with  an 
attendant  rise  in  housing  demand  and 
growth.  Applicant  would  appear  to  have 
been  a  possible  de  novo  entrant  into  the 
mortgage  banking  business  conducted  by 
Liberty  Mortgage  absent  Board  permis¬ 
sion  to  retain  that  company.  However, 
considering  the  number  of  moHgage 
banking  competitors  already  in  the  mar¬ 
ket,  r^oval  of  Applicant  as  a  de  novo 
entrant  would  have  only  slightly  adverse 
effects  on  competition.  Furthermore,  due 
to  the  nature  of  Liberty  Bank’s  mortgage 
banking  business  and  that  of  Liberty 
Mortgage,  no  significant  existing  com¬ 
petition  was  eliminated.  Whatever  slight 
anticompetitive  effects  might  have  re¬ 
sulted  from  approval,  these  are  out¬ 
weighed  by  the  public  benefits  which 
appear  to  result  from  Applicant’s  reten¬ 
tion  of  Liberty  Mortgage.  Affiliation 
would  provide  greater  access  to  financial 
markets  for  Liberty  Mortgage  and  there¬ 
by  increase  its  amount  of  available  funds 
to  meet  the  growing  credit  demands  for 
housing  and  other  construction  in  the 
Oklahoma  City  area.  The  Board  con- 
.cludes  that  the  potential  public  benefits 
outweighed  the  slight  adverse  effect  re¬ 
sulting  from  the  affiliation  at  the  time 
of  the  acquisition. 

The  Board’s  review  of  the  record  of 
the  affiliation  indicates  that  the  poten¬ 
tial  benefits  have  continued  to  outweigh 
such  adverse  effects.  Through  Applicant’s 
support.  Liberty  Mortgage  has  increased 
its  servicing  voliune  to  nearly  $185  mil¬ 
lion  by  year-end  1972.  The  Board  believes 
that  the  affiliation  is  sufficiently  likely 
to  continue  to  produce  public  benefits  in 
the  foreseeable  future  so  that,  on  balance 
divestiture  would  be  contrary  to  the  pub¬ 
lic  interest. 

Liberty  Mortgage  also  sells  decreasing 
term  life  insurance  and  disability  insur¬ 
ance  directly  related  to  the  loans  it  origi¬ 
nates.  Due  to  the  limited  nature  of  its 
insurance  activities,  it  does  not  appear 
that  the  acquisition  of  Liberty  Mort¬ 
gage’s  insurance  activities  had  any  sig¬ 
nificant  effect  on  either  existing  or  po¬ 
tential  competition. 
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As  part  of  its  plant  to  centralize  in 
Liberty  Financial  the  real  estate  opera¬ 
tions  of  its  siibsidiaries,  Applicant  also 
seeks  Board  permission  to  allow  Liberty 
Financial  to,  in  effect,  carry  on  the  com¬ 
mercial  mortgage  lending  activities  of 
Liberty  Bank.  Since  this  transaction  in¬ 
volves  only  an  internal  corporate  re¬ 
organization,  consummation  of  the  pro¬ 
posal  will  have  no  adverse  effects  on 
existing  or  potential  competition.  It  is 
expected  that  economies  in  manage¬ 
ment  and  operations  will  result  from 
such  a  reorganization  and  enable  Appli¬ 
cant  and  Liberty  Financial  to  become 
more  effective  competitors.  Further,  the 
transfer  of  such  activities,  although  a 
profit  making  center,  would  not  have  an 
adverse  effect  on  the  financial  condition 
or  operations  of  Bank. 

There  is  no  evidence  in  the  record  to 
indicate  that  the  proposed  retentions 
would  lead  to  an  imdue  concentration 
of  resources,  conflicts  of  interest,  or  un- 
soimd  banking  practices. 

Liberty  Financial  through  Liberty  Real 
Estate  Company,  has  been  engaged  over 
a  period  of  years  in  developing  real  estate 
acquired  in  connection  with  loans  pre¬ 
viously  contracted.  The  Board  has  deter¬ 
mined  that  land  development  is  not  a 
permissible  activity  for  bank  holding 
companies  (12  CFR  225.126)  and  a  review 
of  the  development  activities  of  Liberty 
Financial  would  Indicate  that  Applicant 
may  have  exceeded  the  permissible 
bounds  of  activity  necessary  to  minimize 
its  losses  with  respect  to  such  properties. 
Applicant  has  represented  to  the  Board 
that  it  will  no  longer  engage  in  further 
real  estate  development  projects  of  any 
natiue  and  is  attempting  to  terminate  its 
interests  in  the  real  estate  projects  in 
which  it  has  invested;  such  efforts  are 
expected  to  be  terminated  by  the  end  of 
1974.  In  acting  on  this  application,  the 
Board  believes  it  appropriate  to  condi¬ 
tion  its  approval  on  such  understanding. 

Based  upon  the  foregoing  and  other 
considerations  reflected  in  the  record, 
the  Board  has  determined  that  the  bal¬ 
ance  of  the  public  Interest  factors  the 
Board  is  required  to  consider  under  sec¬ 
tion  4(c)  (8)  is  favorable.  Accordingly, 
the  applications  are  hereby  approved  on 
the  condition  that  the  real  estate  de¬ 
velopment  activity  of  Liberty  Financial 
be  terminated  as  soon  as  possible  and  in 
no  event  later  than  December  31,  1974. 
This  determination  is  also  subject  to  the 
conditions  set  forth  in  section  225.4(c) 
of  Regulation  Y.  Additionally,  this  deter¬ 
mination  is  subject  to  the  Board’s  au¬ 
thority  to  require  such  modification  or 
termination  of  the  activities  of  a  holding 
company  or  any  of  its  subsidiaries  as  the 
Board  finds  necessary  to  assiue  compli¬ 
ance  with  the  provisions  and  purposes  of 
the  Act  and  the  Board’s  regulations  and 
orders  issued  thereunder,  or  to  prevent 
evasion  thereof. 


By  order  of  the  Board  of  Governors.^ 
effective  November  1, 1973. 

[sEALl  Theodore  E.  Allison, 

Assistant  Secretary 

of  the  Board. 

[PR  Doc.73-23886  Piled  11-8-73:8:45  am] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(812-3534] 

DEAN  WITTER  &  CO.  INC. 

Filing  of  Application  for  Order 

November  1,  1973. 

Notice  is  hereby  given  that  Dean 
Witter  &  Co.  Incorporated  (Applicant), 
45  Montgomery  Street,  San  Francisco, 
California  94106,  a  registered  broker- 
dealer  and  one  of  the  prospective  rep¬ 
resentatives  (Representatives)  of  a  group 
of  underwriters  (Underwriters)  to  be 
formed  in  connection  with  a  proposed 
public  offering  of  shares  of  Common 
Stock  of  Golden  Gate  Income  Securities, 
Inc.  (Corporation),  a  new  closed-end 
diversified  management  investment  com¬ 
pany  recently  registered  under  the  In¬ 
vestment  Company  Act  of  1940  (Act), 
has  filed  on  behalf  of  itself,  the  other 
Representatives  and  the  Underwriters, 
an  application  pursuant  to  section  6(c) 
of  the  Act  for  an  order  exempting  the 
Underwriters,  including  Applicant  and 
the  other  Representatives,  in  connection 
with  their  transactions  Incident  to  the 
distribution  of  shares  of  the  Corpora¬ 
tion,  and  such  transactions,  from  section 
30(f)  of  the  Act  to  the  extent  that  it 
adopts  sections  16  (a),  (b),  and  (c)  of 
the  Securities  Exchange  of  1934  (Ex¬ 
change  Act).  All  interested  persons  are 
referred  to  the  application  on  file  with 
the  Commission  for  a  statement  of  the 
representations  contained  therein,  which 
are  summarized  below. 

Shares  of  the  Corporation  (Registered 
Shares)  are  to  be  purchased  by  the  Un¬ 
derwriters  pmsuant  to  an  Underwriting 
Agreement  to  be  entered  into  between 
the  Corporation,  certain  of  its  affiliates 
and  the  Underwriters  represented  by  Ap¬ 
plicant  and  the  other  Representatives. 
It  is  intended  that  on  the  effective  date 
of  the  Corporation’s  Registration  State¬ 
ment  under  the  Securities  Act  of  1933, 
the  Registered  Shares  will  be  offered  for 
sale  to  the  public.  It  is  Initially  proposed 
to  offer  2,400,000  shares  of  Common  Stock 
of  the  Corporation  under  the  Registra¬ 
tion  Statement  (the  “expected  imder- 
writing  commitment’’) ;  the  number  ac¬ 
tually  to  be  offered  may  be  greater  or 
less  than  2,400,000  depending  on  mar¬ 
ket  conditions  or  other  factors.  Under 


3  Voting  for  this  action:  Chairman  Burns 
and  Governors  Mitchell,  Daane,  dimmer, 
Bucher,  and  Holland.  Absent  and  not  voting: 
Governor  Sheehan. 


the  proposed  Underwriting  Agreement, 
the  Underwriters,  acting  through  the 
Representatives,  propose  to  indicate  that 
they  expect  to  purchase,  severally  and 
not  jointly,  the  total  number  of  shares 
of  their  respective  expected  underwrit¬ 
ing  commitments  and  propose  to  agree, 
irrespective  of  their  respective  expected 
underwriting  commitments  to  purchase 
from  the  Corporation  on  the  Closing 
Date  a  designated  percentage  of  such 
expected  underwriting  commitments 
(firm  commitment).  Each  Underwriter 
proposes  also  to  agree  to  purchase  the 
number  of  additional  shares  of  its  ex¬ 
pected  imderwriting  commitment  for 
which  purchase  orders  have  been  re¬ 
ceived  on  the  fifth  business  day  preced¬ 
ing  such  Closing  Date  in  excess  of  its 
firm  commitment.  The  Underwriters 
shall  also  be  entitled  to  purchase,  sev¬ 
erally  and  not  jointly,  the  number  of  ad¬ 
ditional  shares  of  their  respective  ex¬ 
pected  underwriting  commitments  for 
which  purchase  orders  have  been  re¬ 
ceived  on  the  fifth  business  day  preced¬ 
ing  the  Second  Closing  Date.  The  Rep¬ 
resentatives,  and  the  Underwriters  des¬ 
ignated  by  them,  shall  he  entitled  on 
the  Closing  Date  and/or  the  Second  Clos¬ 
ing  Date,  to  purchase  any  remaining 
shares  of  their  respective  expected  un¬ 
derwriting  commitments  plus  any  addi¬ 
tional  shares  not  purchased  by  other  Un¬ 
derwriters.  The  amoimt  of  the  firm  com¬ 
mitment,  the  initial  public  offering  price 
and  the  underwriting  discoimt  will  be 
specified  in  the  prospectus  incorporated 
in  the  Registration  Statement  of  the 
Corporation  at  the  time  such  Registra¬ 
tion  Statement  becomes  effective  under 
the  Securities  Act  of  #1933,  as  amended 
(Prospectus) .  The  Closing  Date  and  the 
Second  Closing  Date  will  be  determined 
by  the  Representatives  and  the  Corpora¬ 
tion  shortly  before  the  public  offering, 
but  in  no  event  wlU  the  Second  Closing 
Date  be  more  than  sixty  (60)  days  after 
the  commencement  of  the  initial  public 
offering. 

It  is  possible  that  one  or  more  of  the 
Underwriters,  including  the  Applicant 
and  any  of  the  other  Representatives, 
may  acquire,  pursuant  to  the  provisions 
of  the  Underwriting  Agreement,  more 
than  10  percent  of  the  Registered  Shares 
which  will  be  outstanding  at  the  time  of 
the  closings  of  the  initial  public  offering 
of  such  shares.  Since  section  30(f)  of 
the  Act  subjects  every  person  who  is  di¬ 
rectly  or  indirectly  a  beneficial  owner  of 
more  than  10  percent  of  any  class  of  out¬ 
standing  securities  of  the  Corporation  to 
the  same  duties  and  liabilities  as  those 
imposed  by  Section  16  of  the  Exchange 
Act  on  certein  owners  in  respect  to  their 
transactions  in  certain  securities,  such 
Underwriter  or  Underwriters  may,  ac¬ 
cordingly,  become  subject  to:  (1)  The 
filing  requirements  of  section  16(a)  of 
the  Exchange  Act,  (ii)  upon  resale  of  the 
shares  purchased  by  them  to  their  cus- 
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tomers.  the  obligations  and  liabilities  im¬ 
posed  by  section  16(b)  of  the  Exchange 
Act.  and  (iii)  the  prohibition  of  sectlmi 
16(c>  of  the  Exchange  Act  against  short 
sales  of  the  shares.  Applicant  states  that 
no  purpose  would  be  served  by  requiring 
the  filing  of  reports  under  section  16(a) 
of  the  Exchange  Act  in  view  of  the  dis¬ 
closures  in  the  Prospectus,  the  availabil¬ 
ity  of  records  retained  by  the  Represent¬ 
atives  or  Underwriters  and  the  exemp¬ 
tion  of  their  transactions  sought  from 
the  application  of  sections  16(b)  and 
(c). 

Rules  16b-2  and  16c-2  imder  the  Ex¬ 
change  Act  exempt  transactions  in  con¬ 
nection  with  a  distribution  of  a  substan¬ 
tial  block  of  securities  from  the  opera¬ 
tion  of  sections  16(b)  and  16(c)  thereof. 
Applicant  states  that  the  purpose  of  the 
purchase  by  the  Underwriters  will  be  for 
resale  in  connection  with  initial  distri¬ 
bution  of  the  Registered  Shares.  In  ad¬ 
dition  to  purchases  of  shares  from  the 
Corporation  and  sales  of  shares  to  cus¬ 
tomers.  there  may  be  the  usual  trans¬ 
actions  of  purchase  or  sale  Incident  to 
a  distribution  such  as  purchases  in  sta¬ 
bilizing  transactions  or  to  cover  an  over¬ 
allotment  or  other  position  created  in 
connection  with  such  distribution  and 
sales  of  shares  so  purchased.  Such  pitr- 
chases  and  sales,  therefore,  will  be  trans¬ 
actions  effected  in  connection  with  the 
distribution  of  a  substantial  block  of  se¬ 
curities  within  the  purix>se  and  spirit 
of  Rules  16b-2  and  16c-2. 

It  is  possible,  however,  that  one  or  more 
of  the  Underwriters  will  not  be  exempted 
from  sections  16(b)  and  16(c)  by  the 
operation  of  Rules  16b-2  and  16c-2,  as 
they  may  fail  to  meet  the  requirement 
stated  in  paragraph  (a)  (3)  of  Rule  16b-2 
and  in  paragraph  (b)  of  Rule  16c-2  that 
the  aggregate  participation  of  persons 
not  within  the  purview  of  sections  16(b) 
and  16(c)  of  the  Exchange  Act  be  at  least 
equal  to  the  participation  of  persons  re¬ 
ceiving  exemptions  under  Rules  16b-2 
and  16c-2.  It  is  possible  that  one  or  more 
of  the  Underwriters  who,  pursuant  to  the 
Underwriting  Agreement,  will  purchase 
more  than  10  percent  of  the  Registered 
Shares  may  purchase  more  than  50  per¬ 
cent  of  such  shares  being  offered  pursu¬ 
ant  to  the  Underwriting  Agreement. 
Moreover,  this  requirement  of  Rules  16b- 
2(a)  (3)  and  16c-2(b)  may  not  be  met  be¬ 
cause  it  is  possible  that  one  or  more  of  the 
Underwriters,  even  though  obligated  by 
the  Underwriting  Agreement  to  purchase 
less  than  10  percent  of  the  aggregate 
number  of  Registered  Shares  to  be  out¬ 
standing  upon  completion  of  the  initial 
public  offering  of  such  shares,  may,  as  a 
consequence  of  defaults  by  other  Under¬ 
writers  who  do  not  purchase  their  respec¬ 
tive  firm  commitments  or  as  a  result  of 
the  failure  of  other  Underwriters  to  pur¬ 
chase  the  total  amount  of  their  respec¬ 
tive  expected  xmderwriting  commitments, 
become  obligrated  to  and/or  elect  to 
purchase  at  the  closings  of  the  public 
offering  more  than  10  percent  of  the  ag¬ 
gregate  number  of  Registered  Shares  to 
be  outstanding  after  such  closing. 


Applicant  states  that  the  requested  ex¬ 
emption  should  be  granted  because  there 
csm  be  no  Inside  information  concerning 
the  Corporation  since  the  Corporation 
will  have  no  assets  and  will  not  have  com¬ 
menced  the  conduct  of  any  business  prior 
to  the  distribution  and  sale  of  its  shares. 
Applicant  further  states  that  no  partner, 
director,  or  oflBcer  of  any  of  the  Repre¬ 
sentatives,  including  the  Applicant,  is  a 
director  or  oflBcer  of  either  the  Corpora¬ 
tion  or  Crocker  Management  Investment 
Corp.,  the  Corporation’s  investment  ad¬ 
viser  (Adviser) ,  or  an  afiSliate  of  the  Ad¬ 
viser  and  that  it  is  not  anticipated  that 
any  partner,  director,  or  officer  of  any 
other  Underwriter  will  be  a  director  or 
officer  of  the  Corporation  or  the  Adviser 
or  any  such  affiliate. 

Section  6(c)  of  the  Act  provides  that 
the  Commission,  by  order  upon  applica¬ 
tion,  may  conditionally  or  imconditional- 
ly  exempt  any  person,  security  or  trans¬ 
action,  or  any  class  or  classes  of  persons, 
securities,  or  transactions  from  any  pro¬ 
vision  of  the  Act  and  Rffies  promulgated 
thereunder  if  and  to  the  extent  that  such 
exemption  is  necessary  or  appropriate  in 
the  public  interest  and  consistent  with 
the  protection  of  investors  and  the  pur- 
ix)ses  fairly  intended  by  the  policy  and 
provisions  of  the  Act. 

Applicant  contends  that  the  transac¬ 
tions  sought  to  be  exempted  cannot  lend 
themselves  to  the  practices  section  16  of 
the  Exchange  Act  and  section  30(f)  of  the 
Act  were  enacted  to  prevent,  and  submits 
that  the  requested  exemption  is  necessary 
and  appropriate  in  the  public  Interest 
and  consistent  with  the  protection  of  in¬ 
vestors  and  the  purposes  fairly  intended 
by  the  policy  and  provisions  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  persons  may,  not  later  than  Novem¬ 
ber  19,  1973,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest,  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  r^uest  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica¬ 
tion  shoiUd  be  addres^ :  Secretary,  Se¬ 
curities  and  Exchange  Conunission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  (air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  Applicant  at  the 
address  stated  above.  Proof  of  such  serv¬ 
ice  (by  affidavit  or  in  case  of  an  attorney 
at  law,  by  certificate)  shall  be  filed  con¬ 
temporaneously  with  the  request.  At  any 
time  after  said  date,  as  provided  by  Rule 
0-5  of  the  rules  and  regulations  promul¬ 
gated  imder  the  Act,  an  order  disposing 
of  the  application  herein  will  be  issued 
as  of  course  following  said  date  unless  the 
Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission’s 
own  motion.  Persons  who  request  a  hear¬ 
ing  or  advice  as  to  whether  a  hearing  is 
ordered  will  receive  notice  of  further 
developments  in  this  matter.  Including 
the  date  of  the  hearing  (if  ordered)  and 
any  postponements  thereof. 


For  the  Commission,  by  the  Division  of 
Investment  Manag^ent  Regulation, 
pursuant  to  delegrated  authority. 

George  A.  Fitzsimmons, 

Secretary. 

[PR  Doc.73-23887  PUed  ll-»-73:8:45  am] 


[812-3532] 

GOLDEN  GATE  INCOME  SECURITIES,  INC. 
Filing  of  Application  for  Order  of  Exemption 
November  1, 1973. 

Notice  is  hereby  given  that  Golden 
Gate  Income  Securities,  Inc.  (Applicant) , 
44  Montgomery  Street,  San  Francisco, 
California  94104,  registered  under  the 
Investment  Company  Act  of  1940  (Act) 
as  a  closed-aid,  diversified  management 
investment  company,  has  filed  an  appli¬ 
cation  pursuant  to  section  6(c)  of  the  Act 
for  an  order  exempting  Applicant  from 
sections  15(a)  and  16(a)  of  the  Act  to 
the  extent  necessary  to  permit  Crocker 
Investment  Management  Corp.  to  serve 
as  investment  adviser  of  Applicant  pur¬ 
suant  to  a  written  investment  advisory 
contract  approved  by  Applicant’s  Board 
of  Directors  prior  to  approval  of  such 
contract  by  a  vote  of  the  stockholders  of 
Applicant;  and  to  permit  directors  of 
Applicant  to  serve  as  such  prior  to  elec¬ 
tion  to  such  positions  by  the  stockholders 
of  the  Applicant;  such  exemptions  to  be 
effective  until  the  meeting  of  stockhold¬ 
ers  to  be  held  within  180  days  after  the 
effective  date  of  the  Applicant’s  Form 
S-4  Registration  Statement  filed  imder 
the  Securities  Act  of  1933  (1933  Act) .  All 
interested  persons  are  referred  to  the 
Application  on  file  with  the  Commission 
for  a  statement  of  the  representations 
made  therein,  which  are  summarized 
below. 

Applicant,  at  present,  has  no  stock¬ 
holders  but  it  proposes  to  issue  up  to 
2,400,000  shares  of  its  Common  Stock 
when  its  1933  Act  Registration  Statement 
becomes  effective.  Applicant  also  pro¬ 
poses  to  enter  into  an  investment  ad¬ 
visory  agreement  with  Crocker  Invest¬ 
ment  Management  Corp.  which  will  con¬ 
stitute  that  company  as  the  investment 
adviser  of  the  Applicant. 

Section  15(a)  of  the  Act  provides,  in 
part,  that  a  person  may  not  serve  as  an 
investment  adviser  of  a  registered  invest¬ 
ment  company  except  pursuant  to  a  writ¬ 
ten  contract  which  has  been  approved  by 
a  vote  of  a  majority  of  the  outstanding 
voting  securities  of  such  registered  in¬ 
vestment  company,  tmd  section  16(a)  of 
the  Act  provides,  with  limited  exceptions 
not  here  relevant,  that  no  person  shall 
serve  as  a  director  of  a  registered  invest¬ 
ment  company  unless  elected  to  that 
office  by  the  holders  of  the  outstanding 
voting  securities  of  such  company.  Inas¬ 
much  as  Applicant  has  no  stockholders  to 
date,  the  present  Board  of  Directors  of 
Applicant  has  not  been  elected  by  the 
stockholders. 

Applicant  states  that  the  proposed  in¬ 
vestment  advisory  contract  will  comply 
with  the  provisions  of  the  Act  in  all  re¬ 
spects  except  as  to  the  requirement  of 
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advance  stockhcdder  approval  contained 
in  section  15(a)  erf  the  Act,  and  that  the 
persons  serving  as  its  directors  will  meet 
all  of  the  requirements  of  the  Act  except 
the  requirements  of  Section  16(a)  that 
they  be  elected  to  that  office  by  holders  of 
the  outstanding  voting  securities  of  Ap¬ 
plicant  and  that  at  least  two-thirds  (%) 
of  the  directors  in  office  have  been  elected 
by  stockholders  of  Applicant.  In  connec¬ 
tion  with  the  foregoing  Applicant  has 
filed  an  application  to  the  Commission 
to  exempt  one  of  its  directors  from  the 
status  of  an  “Interested  person”  of  Appli¬ 
cant  imder  the  Act. 

Applicant  also  states  that  the  entire 
Board  of  Directors  will  stand  for  election, 
and  the  Investment  advisory  contract  will 
be  presented  for  approval,  at  the  meeting 
of  stockholders  to  be  held  within  180  days 
after  the  effective  date  of  Applicant’s 
1933  Act  Registration  Statement,  and 
that  the  prospectus  to  be  used  by  Appli¬ 
cant  in  connection  with  the  sale  of  its 
shares  will  ccmtaln  full  appropriate  infor¬ 
mation  concerning  the  directors  and  the 
investment  advisory  ccmtract.  . 

Applicant  sulmiits  that  the  requested 
exemptions  from  the  provisions  of  sec¬ 
tions  15(a)  and  16(a)  of  the  Act  are 
necessary  and  appropriate  in  the  public 
interest  and  cemsistent  with  the  protec¬ 
tion  of  Investors  and  the  purposes  fairly 
Intended  by  the  policy  and  provisions  of 
the  Act. 

Section  6(c)  of  the  Act  authorizes  the 
Commission  to  exempt  any  person,  secu¬ 
rity,  or  transaction,  or  any  class  or  classes 
of  persons,  securities,  or  transactions 
from  the  provisions  of  the  Act  and  rules 
promulgated  thereimder  if  and  to  the 
extent  that  such  exemption  is  necessary 
or  appropriate  in  the  public  Interest  and 
consistent  with  the  protection  of  in¬ 
vestors  and  the  purposes  fairly  intended 
by  the  policy  and  provisions  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  No¬ 
vember  19,  1973,  at  5:30  pjn.,  submit  to 
the  Commissl(m  in  writing  a  request  for 
a  hearing  on  this  matter  accompanied 
by  a  statement  as  to  the  nature  of  his 
interest,  the  reason  for  such  request,  and 
the  Issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communi¬ 
cation  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20459.  A  copy  of  s\ich 
request  shall  be  served  personally  or  by 
mail  (airmail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  Applicant  at  the 
address  stated  above.  Proof  of  such  serv¬ 
ice  (by  affidavit,  or  in  case  of  an  attor¬ 
ney-at-law,  by  certificate)  shall  be  filed 
contemporaneously  with  the  request.  At 
any  time  after  said  date,  as  provided  by 
Rule  0-5  of  the  Rules  and  Regulations 
promulgated  under  the  Act.  an  order  dis¬ 
posing  of  the  Application  herein  will  be 
issued  as  of  course  following  said  date 
unless  the  Commission  thereafter  orders 
a  hearing  upon  request  or  upon  the  Com¬ 
mission’s  own  motion.  Persons  who  re¬ 
quest  a  hearing  or  advice  as  to  whether 


a  hearing  is  ordered,  will  receive  notice 
of  further  developments  in  this  matter, 
including  the  date  of  the  hearing  (if  or¬ 
dered)  and  any  postponements  thereof. 

For  the  Commission,  by  the  Divlsiwi 
of  Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[SEAL]  George  A.  Fitzsiuiioks, 
Secretary. 

[FR  Doc.73-23889  FUed  11-8-73:8:45  am] 
[812-3537] 

GOLDEN  GATE  INCOME  SECURITIES,  INC. 

Filing  of  Appiication  for  Exemption 
Novekber  1,  1973. 

Notice  is  hereby  given  that  Golden 
Gate  Income  Securities,  Inc.  (Fund), 
44  Montgomery  Street,  San  Francisco, 
California  94104,  a  closed-end,  diversi¬ 
fied  management  Investment  company 
registered  under  the  Investment  Com¬ 
pany  Act  of  1940  (Act) ,  and  Gilbert  W. 
Fitzhugh  (Fitzhugh)  (hereinafter  col¬ 
lectively  called  “Applicants”),  Post  Of¬ 
fice  Box  1452,  Rancho  Santa  Fe,  Califor¬ 
nia '92067,  have  filed  an  application  for 
an  order  of  the  Commission  pursuant  to 
section  6(c)  of  the  Act  declaring  that 
Fitzhugh  shall  not  be  deemed  an  “inter¬ 
ested  person”  of  the  Fund  within  the 
meaning  of  section  2(a)  (19)  of  the  Act 
solely  by  reason  of  his  status  as  a  direc¬ 
tor  of  the  Metropolitan  Life  Insurance 
Company  (Metropolitan).  All  interested 
persons  are  referred  to  the  application 
on  file  with  the  Commission  for  a  state¬ 
ment  of  the  representations  made  there¬ 
in,  which  are  summarized  below. 

Fitzhugh,  a  member  of  the  board  of 
directors  of  the  Fund,  is  also  a  director 
of  Metropolitan,  a  mutual  Insurance 
company  incorporated  under  the  laws 
of  New  York,  which  is  in  the  business  of 
selling  life  Insurance  and  variable  an¬ 
nuities.  Metropolitan  sells  individual 
variable  annuities  fimded  by  separate 
accounts  that  are  registered  imder  the 
Act,  and  HRr-10  plans  funded  by  sepa¬ 
rate  accoimts.  Interests  in  which  are  reg¬ 
istered  under  the  Securities  Act  of  1933. 
Metropolitan  is  registered  as  a  broker- 
dealer  under  the  Securities  Exchange 
Act  of  1934. 

Applicants  represent  that  Metropoli¬ 
tan  has  never  engaged  in  securities 
transactions  on  behalf  of  the  Fund.  Fur¬ 
thermore,  the  F\md  has  tmdertaken  that 
Metropolitan  will  not  be  considered  by 
the  Fund  or  the  Fund’s  investment  ad¬ 
viser,  Crocker  Investment  Management 
Corp.,  as  a  potential  broker-dealer 
through  which  to  execute  securities 
transactions  or  sell  the  Fund’s  shares. 

Fitzhugh  in  no  way  participates  in  the 
day  to  day  operations  of  Metropolitan. 

Section  2(a)  (19)  of  the  Act  defines  an 
“interested  person”  of  an  investment 
company  to  include  any  broker  or  dealer 
registered  imder  the  Securities  Exchange 
Act  of  1934  or  any  affiliated  person  of 
such  broker  or  dealer.  Section  2(a)(3) 
of  the  Act  defines  an  affiliated  person  of 
another  person  to  include  any  director 
of  such  other  person. 


Fitzhugh,  as  a  director  of  Metropoli¬ 
tan,  is  an  affiliate  of  a  broker-dealer,  and 
is  Uius  an  “interested  person”  of  the 
Fund. 

Section  6(c)  of  the  Act  authorizes  the 
Commisison  to  exempt  any  person,  secu¬ 
rity,  or  transaction,  or  any  class  or 
classes  of  persons,  securities,  or  transac¬ 
tions  from  any  provision  of  the  Act  or  of 
any  rule  or  regulaticm  thereunder  if  such 
exemption  is  necessary  or  appropriate  in 
the  public  Interest  and  consistent  with 
the  protection  of  investors  and  the  pur¬ 
poses  fairly  Intended  by  the  policy  and 
provisions  of  the  Act. 

Applicants  contend  that  Fitzhugh 
should  not  be  deemed  an  “Interested  per¬ 
son”  of  the  Fund  because  his  affiliation 
with  Metropolitsm  does  not  affect,  and 
will  not  impair,  his  Independence  in  act¬ 
ing  on  behalf  of  the  Fund  and  its  share¬ 
holders,  and  the  requested  exemption  is 
therefore  consistent  with  the  provisions 
of  section  6(c)  of  the  Act. 

Notice  is  further  given  that  any  In¬ 
terested  person  may,  not  later  than  No¬ 
vember  19,  1973,  at  5:30  p.m.  submit  to 
the  Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  inter¬ 
est,  the  reason  for  such  request  and  the 
Issues  of  fact  or  law  proposed  to  be  con¬ 
troverted,  or  he  may  request  that  he  be 
notified  if  the  Commission  shall  order  a 
hearing  thereon.  Any  such  communica¬ 
tion  should  be  addressed:  Secretary,  Se¬ 
curities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  (airmail  if  the  person  being  served 
is  located  more  than  500  miles  from  the. 
point  of  mailing)  upon  Applicants  at  the 
addresses  stated  above.  Proof  of  such 
service  (by  affidavit,  or  in  case  of  an  at- 
tomey-at-law,  by  certificate)  shall  be 
filed  contemporaneously  with  the  re¬ 
quest.  At  any  time  after  said  date,  as 
provided  by  Rule  0-5  of  the  Rules  and 
Regulations  promulgated  under  the  Act, 
an  order  disposing  of  the  application 
herein  will  be  issued  by  the  Commission 
as  of  course  following  said  date  unless 
the  Commission  thereafter  orders  a  hear¬ 
ing  upon  request  or  upon  the  Commis¬ 
sion’s  own  motion.  Persons  who  request 
a  hearing,  or  advice  as  to  whether  a  hear¬ 
ing  is  ordered,  will  receive  notice  of  fur¬ 
ther  developments  in  this  matter,  in¬ 
cluding  the  date  of  the  hearing  (if  or¬ 
dered)  and  any  postponements  thereof. 

For  the  Commission,  by  the  Division  of 
Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.73-23888  Filed  11-8-73:8:45  am] 


[812-3523] 

MOSHER,  INC. 

Filing  of  Application  for  an  Order  Exempt¬ 
ing  Applicant  From  All  Provisions  of  the  Act 

November  1, 1973. 

Notice  is  hereby  given  that  Mosher, 
Inc.  (Applicant),  Suite  415,  2727  Allen 
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Parkway,  Houston.  Texas  77019,  a  Texas 
corporation,  has  filed  an  Application  piur- 
suant  to  section  6(c)  of  the  Investment 
Company  Act  of  1940  (the  “Act”)  for  an 
order  temporwily  exempting  Applicant 
from  all  provisions  of  the  Act.  All  inter¬ 
ested  persons  are  referred  to  the  appli¬ 
cation  on  file  with  the  Commission  for  a 
statement  of  the  representations  therein, 
which  are  summarized  below. 

Applicant  was  incorporated  imder  the 
laws  of  the  State  of  Texas  on  January  27, 
1894.  From  that  time  imtil  January  8, 
1973,  Applicant  was  engaged  in  the  man¬ 
ufacture,  fabrication  and  sale  of  a  vari¬ 
ety  of  metal  products.  On  December  26, 
1972,  the  stockholders  of  Applicant  ap¬ 
proved  the  sale  for  cash  of  all  of  Appli¬ 
cant’s  assets  to  Trinity  Industries,  Inc. 
(Trinity)  and  adopted  a  Plan  of  Com¬ 
plete  Liquidation  under  Section  337  of 
the  Internal  Revenue  Code  of  1954.  On 
January  8,  1973,  the  sale  of  Applicant’s 
assets  to  Trinity  was  effected. 

On  the  date  of  the  sale  to  Trinity,  Ap¬ 
plicant  received  $20,000,000  in  cash  and 
approximately  $5,900,000  in  notes  pay¬ 
able  to  Trinity.  Applicant  has  used  its 
cash  only  to  piu-chase  government  secu¬ 
rities  and  interest-bearing  certificates  of 
deposit  of  national  banks.  Since  Janu¬ 
ary  8,  1973,  Applicant  states  that  it  has 
been  engaged  in  no  activities  except  those 
incidental  to  its  liquidation,  i.e.,  liquidat¬ 
ing  its  subsidiaries,  settling  matters  with 
Trinity,  clearing  up  contingent  liabilities 
and  collecting  its  notes  and  accounts  re¬ 
ceivable. 

On  September  11,  1973,  the  Board  of 
Directors  of  Applicant  approved  a  pro¬ 
posal  whereby  Applicant  would  merge 
into  American  General  Convertible  Secu¬ 
rities  Inc.  (AGS),  a  closed-end  diversi¬ 
fied  management  investment  company 
registered  imder  the  Act,  subject  to  ap¬ 
proval  of  Applicant’s  stockholders  and 
receipt  of  a  favorable  tax  opinion. 

Section  3(a)  (1)  of  the  Act  states  that 
“investment  company”  includes  any 
issuer  which  is  or  holds  itself  out  as 
being  engaged  primarily,  or  proposes  to 
engage  primarily,  in  the  business  of  in¬ 
vesting,  reinvesting,  or  trading  in 
securities. 

Section  3(a)  (3)  of  the  Act  states  that 
any  issuer  is  an  “investment  company” 
if  it  is  engaged  or  proposes  to  engage  in 
the  business  of  investing,  reinvesting, 
owning,  holding,  or  trading  in  securities, 
and  owns  or  proposes  to  acquire  invest¬ 
ment  securities  having  a  value  exceeding 
40  percent  of  the  value  of  such  issuer’s 
total  assets  (exclusive  of  Government 
securities  and  cash  items)  on  an  uncon¬ 
solidated  basis. 

Section  7(a)  of  the  Act  prohibits  any 
unregistered  investment  company  from 
engaging  in  virtually  any  business  activ¬ 
ity  but  excepts  transactions  of  an  invest¬ 
ment  company  merely  incidental  to  its 
dissolution. 

Applicant  contends  that  it  is  entitled  to 
an  exemptitm  from  all  provisions  of  the 
Act  because  it  is  not  an  investment  com¬ 
pany  within  the  meaning  of  section  3(a) 
of  the  Act.  In  the  alternative.  Applicant 
asserts  that  requiring  it  to  reg^ter  under 


the  Act  would  not  be  in  the  public  Interest 
since  it  is  not  engaged  in  any  activities 
other  than  those  incidental  to  the  cessa- 
ticm  of  its  existence  either  by  merger  or 
liquldatiim. 

Applicant  further  states  that  its  stock¬ 
holders  will  receive  the  protection  of  the 
Securities  Act  of  1933  in  connection  with 
the  merger  and  that  as  stockholders  of 
AGS,  a  registered  investment  company, 
will  receive  all  the  protections  of  the  Act. 

Applicant  states  that  its  liquid  assets 
will  be  held  only  in  cash,  government 
securities  or  certificates  of  deposit  until 
the  merger  is  consummated.  In  addition. 
Applicant  consents  to  the  condition,  if 
the  requested  order  is  granted,  that  such 
order  may  terminate  on  the  later  of 
January  1,  1974,  or  20  days  following  the 
date  of  issuance  of  such  order,  which 
would  allow  Applicant  and  AGS  ample 
time  to  consummate  the  merger. 

Section  6(c)  of  the  Act  authorizes  the 
Commission,  by  order  upon  application, 
to  exempt  any  perscm,  security,  or  trans¬ 
action,  or  any  class  or  classes  of  persons, 
securities,  or  transactions,  from  any  pro¬ 
vision  or  provisions  of  the  Act  or  of  any 
rule  or  regulation  thereimder,  if  and  to 
the  extent  that  such  exemption  is  neces¬ 
sary  or  appropriate  in  the  public  interest 
and  consistent  with  the  protection  of  in¬ 
vestors  and  the  purposes  fairly  intended 
by  the  policy  and  provisions  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Novem¬ 
ber  23,  1973,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  this  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  inter¬ 
est,  the  reason  for  such  request,  and  the 
issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica¬ 
tion  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  (airmail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  Applicant  at  the 
address  set  forth  above.  Proof  of  such 
service  (by  affidavit  or,  in  case  of  an  at- 
tomey-at-law,  by  certificate)  shall  be 
filed  contemporaneously  with  the  request. 
At  any  time  after  said  date,  as  provided 
by  Rule  0-5  of  the  Rules  and  Regulations 
promulgated  under  the  Act,  an  order  dis¬ 
posing  of  the  application  will  be  issued  as 
of  course  following  said  date  unless  the 
(Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission’s 
own  motion.  Persons  who  request  a  hear¬ 
ing  or  advice  as  to  whether  a  hearing  is 
ordered  will  receive  notice  of  further 
developments  in  this  matter,  including 
the  date  of  the  hearing  (if  ordered)  and 
any  postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[seal]  George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.73-23890  BTled  11-8-73:8:45  am] 


I812-3463J 

MUTUAL  SECURITIES  FUND  OF  BOSTON, 
ET  AL 

Filing  of  Application  for  Amendment  of 
Order 

November  1,  1973. 

Notice  is  hereby  given  that  Mutual 
Securities  Fund  of  Boston  (Fund),  53 
State  Street,  Boston,  Massachusetts 
02109,  a  trust  created  under  the  laws  of 
Massachusetts  and  an  open-end,  diversi¬ 
fied  investment  company  registered  un¬ 
der  the  Investment  Company  Act  of  1940 
(Act),  and  all  of  its  trustees,  Joseph 
Leonard  and  William  Priess,  hereinafter 
referred  to  collectively  as  Applicants, 
have  filed  an  application  to  amend  in 
the  manner  described  below  an  order  of 
the  Commission  dated  August  31,  1973 
(Investment  Company  Act  Release  No. 
7968)  granting  an  application  pursuant 
to  section  6(c)  of  the  Act  for  a  limited 
exemption  from  certain  sections  of  the 
Act,  hicluding  section  16(a)  thereof.  All 
interested  persons  are  referred  to  the 
application  on  file  with  the  Commission 
for  a  statement  of  Applicant’s  represen¬ 
tations,  which  are  summarized  below. 

The  exemption  from  section  16(a) 
granted  by  the  order  of  the  Commission 
dated  August  31,  1973  extended  to  Octo¬ 
ber  31,  1973  the  period  specified  in  sec¬ 
tion  16(a)  of  the  Act  urtthin  which  a 
meeting  of  the  holders  of  the  outstand¬ 
ing  voting  securities  of  Fund  (Benefici¬ 
aries)  must  be  held  to  elect  directors 
(trustees)  pursuant  to  the  requirements 
of  section  16(a)  because  the  present 
trustees  of  Fund  were  not  elected  by  the 
Beneficiaries.  The  instant  application  re¬ 
quests  that  the  Commission  order  of  Au¬ 
gust  31, 1973,  be  amended  to  extend  such 
period  from  October  31,  1973,  to  Decem¬ 
ber  31, 1973. 

In  support  of  the  request  to  amend  the 
order  of  August  31,  1973,  the  application 
indicates  that  the  Fund  was  unable  to 
mail  proxy  material  in  time  for  a  spe¬ 
cial  meeting  of  its  Beneficiaries  to  be 
held  before  October  31,  1973,  because  of 
the  time  required  to  process  such  ma¬ 
terial  for  the  meeting,  including  financial 
statements.  The  application  states  that 
the  processing  of  such  material  has  now 
been  completed. 

Notice  Is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Novem¬ 
ber  26,  1973,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  interest, 
the  reason  for  such  request  and  the  is¬ 
sues  of  fact  or  law  proposed  to  be  con¬ 
troverted,  or  he  may  request  that  he  be 
notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communi¬ 
cation  shall  be  addressed  to:  Secretary, 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mall  (air  mail  if  the  person  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  Applicants  at 
the  address  set  forth  above,  ^oof  of  such 
service  (by  affidavit,  or  in  the  case  of  an 
attomey-at-law,  by  certificate)  shall  be 
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filed  contemporaneously  with  the  re¬ 
quest.  As  provided  by  Rule  0-5  of  the 
rules  and  regulations  promulgated  under 
the  Act,  an  order  disposing  of  the  appli¬ 
cation  herein  will  be  issued  as  of  course 
following  said  date  unless  the  Commis¬ 
sion  thereafter  orders  a  hearing  upon 
request  or  upon  the  Commission’s  own 
motion.  Persons  who  request  a  hearing 
or  advice  as  to  whether  a  hearing  is  or¬ 
dered  will  receive  notice  of  further  de¬ 
velopments  in  this  matter,  including  the 
date  of  hearing  (if  ordered)  and  any 
postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[seal]  George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.73-23891  Piled  ll-8-73;8:45  am] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  No.  381] 

ASSIGNMENT  OF  HEARINGS 

November  6,  1973. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation,  or  oral  argument  ap¬ 
pear  below  and  will  be  published  ordy 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri¬ 
ate  steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 
No  amendments  will  be  entertained  after 
November  9,  1973. 

Ex  Parte  No.  299  Sub  1,  Increase  in  Freight 
Rates  and  Charges  of  the  Long  Island  Rail¬ 
road  Company  to  offset  retirement  Tax  In¬ 
creases  1973,  now  being  assigned  hearing 
November  26,  1973,  at  the  Offices  of  the 
Interstate  Commerce  Commission,  Wash¬ 
ington,  D.C. 

W-1270,  Mascony  Transport  and  Ferry  Serv¬ 
ice,  Inc.,  is  continued  to  December  10, 1973 
(1  week),  and  January  8,  1974  (1  week), 
at  Qreenport,  L.I.,  N.Y.,  in  a  hearing  room 
to  be  later  designated. 

MC  113855  Sub  269,  International  Transport, 
Inc.,  continued  to  December  18,  1973,  at 
the  Offices  of  the  Interstate  Commerce 
Commission,  Washington,  D.C. 

MC  116763  Sub  251,  Carl  Subler  Trucking, 
Inc.,  now  assigned  January  15,  1974,  >  at 
Boston,  Mass.,  Is  cancelled  and  transferred 
to  modified  procedure. 

MC-F-11613,  Brown  Transport  Corp. — Con¬ 
trol — Harper  Motor  Lines,  Inc.,  FD-27338, 
Harper  Motor  Lines,  Inc.,  Notes  and  FD- 
27501,  Brown  Transport,  Securities,  Is  con¬ 
tinued  to  November  19, 1973,  at  the  Atlanta 
Marriott  Motor  Hotel,  Courtland  and  Cain 
Streets,  Atlanta,  Ga. 

MC  117883  Sub  177,  Subler  Transfer,  Inc., 
continued  to  January  14,  1974,  at  the  Of¬ 
fices  of  the  Interstate  Commerce  Commis¬ 
sion,  Washington,  D.C. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.73-23966  Filed  ll-»-73;8:46  am] 


[Notice  No.  382] 

ASSIGNMENT  OF  HEARINGS 
Correction 

November  6,  1973. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation,  or  oral  argument  ap¬ 
pear  below  and  will  be  published  ordy 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  Include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  Issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri¬ 
ate  steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 
No  amendments  will  be  entertained  after 
November  9,  1973. 

FF-397,  Japan  Line,  Ltd.,  now  assigned  No¬ 
vember  5,  1973,  at  Chicago,  Ill.,  is  post¬ 
poned  to  November  26,  1973  (1  week),  on 
the  7th  floor.  Union  League  Club,  651  West 
Jackson  Boulevard,  Chicago,  Ill.,  Instead 
of  West  Jackson  Street. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.73-23967  FUed  11-8-73:8:46  am] 


[Notice  No.  385] 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

Synopses  of  orders  entered  by  the 
Motor  Carrier  Board  of  the  Commission 
pursuant  to  sections  212(b),  206(a),  211, 
312(b),  and  410(g)  of  the  Interstate  Com¬ 
merce  Act,  and  rules  and  regulations  pre¬ 
scribed  thereunder  (49  CFR  Part  1132), 
appear  below: 

Each  application  (except  as  otherwise 
specifically  noted),  filed  ^ter  March  27, 

1972,  contains  a  statement  by  applicants 
that  there  will  be  no  significant  effect  on 
the  quality  of  the  human  environment 
resulting  from  approval  of  the  applica¬ 
tion.  As  provided  in  the  Commission’s 
Special  Rules  of  Practice  any  interested 
person  may  file  a  petition  seeking  recon¬ 
sideration  of  the  following  numbered 
proceedings  on  or  before  November  29, 

1973.  Pursuant  to  section  17(8)  of  the  In¬ 
terstate  Commerce  Act,  the  filing  of  such 
a  petition  will  postpone  the  effective  date 
of  the  order  in  that  proceeding  pending 
its  disposition.  The  matters  relied  upon 
by  petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC-73909.  By  order  of  Novem¬ 
ber  2,  1973,  the  Motor  Carrier  Board  ap¬ 
proved  the  transfer  to  Small  Brothers, 
Inc.,  Lowden,  Wash.,  of  the  operating 
rights  in  Certificate  No.  MC-47016  issued 
November  27,  1962,  to  H.  H.  Taylor  Feed 
Store  and  Truck  Line,  Inc.,  Internal 
Revenue,  successor-in-interest,  Touchet, 
Wash.,  authorizing  the  transportation  of 
various  commodities  between  Pasco, 
Wash,  and  points  in  Walla  Walla  and 
Benton  Counties,  Wash,  and  Umatilla 
County,  Oreg.,  on  the  one  hand,  and,  on 
the  other,  Portland,  Oreg.  Glenn  W, 
Toomey,  803  Hoge  Building,  Seattle, 
Wash.  98104,  Attorney  for  applicants. 


No.  MC-PC-74616.  By  order  of  Novem¬ 
ber  5,  1973,  the  Motor  Carrier  Board  ap¬ 
proved  the  transfer  to  Glyco  Construc¬ 
tion  Co.,  Inc.,  Box  339,  Falfurrias,  Tex. 
78355,  of  the  certificate  of  registration 
and  the  certificate  in  Nos.  MC-125615 
and  MC-125615  (Sub-No.  1) ,  issued  Octo¬ 
ber  1,  1965,  and  October  7,  1965,  respec¬ 
tively,  to  L.  E.  Gresham  and  A.  E.  Ligon, 
a  partnership,  doing  business  as  Glyco 
Lease  Service,  Box  339,  Falfurrias,  Tex. 
78355,  the  former  authorizing  the  trans¬ 
portation  of  pipe,  oilfield  equipment, 
trenching  machines,  and  other  commodi¬ 
ties  as  set  forth  in  Texas  Certificate  No. 
5084,  issued  to  N.  J.  McLandrich,  doing 
business  as  N.  J.  McLandrich  Trucking 
Contractor,  March  27,  1946,  and  reissued 
to  L.  E.  Gresham  and  A.  E.  Ligon  Au¬ 
gust  5,  1963,  following  transfer  author¬ 
ized  by  the  Railroad  Commission  of 
Texas:  and  the  latter  authorizing  the 
transportation  of  oilfield  equipment,  ma¬ 
terials,  and  supplies,  between  specified 
points  in  Texas. 

No.  MC-PC-74633.  By  order  of  Novem¬ 
ber  5,  1973,  the  Motor  Carrier  Board  ap¬ 
proved  the  transfer  to  Reginald  Tucker, 
doing  business  as  B  and  G  Lines,  R.D.  3, 
Montr(^,  Pa.  18801,  of  the  operating 
rights  in  Certificate  No.  MC-1795  issued 
Jtme  10,  1949,  to  Harold  E.  (?raik,  doing 
business  as  B  and  G  Lines,  12  Davidson 
Street,  Greene,  N.Y.  13778,  authorizing 
the  transportation  of  general  commodi¬ 
ties,  with  usual  exceptions,  between 
Binghamton,  N.Y.,  and  Greene,  N.Y., 
serving  the  intermediate  and  off -route 
points  of  Nimmonsburg,  Chenango  Porks, 
Cffienango  Bridge,  Kattleville,  Coventry, 
McDonough,  and  Smithville  Flats,  N.Y. 

No.  MC-PC-74792.  By  order  of  Novem¬ 
ber  5,  1973,  the  Motor  Carrier  Board  ap¬ 
proved  the  transfer  to  Willetts’  Travel, 
Inc.,  Prostburg,  Md.,  of  the  operating 
rights  in  Certificates  No.  MC-1 19919 
(Sub-No.  1),  MC-119919  (Sub-No.  3), 
MC-119919  (Sub-No.  4),  MC-119919 
(Sub-No.  5),  MC-119919  (Sub-No.  6), 
and  MC-119919  (Sub-No.  7),  issued 
April  5,  1961,  July  15,  1966,  August  16, 
1966,  November  10,  1969,  January  19, 
1973,  and  August  3,  1973,  respectively,  to 
Blaine  A.  Willetts,  doing  business  as  Wil¬ 
letts’  Charter  Service,  Prostburg,  Md., 
authorizing  the  transportation  of  pas¬ 
sengers  and  their  baggage  in  round  trip 
charter  operations  beginning  and  ending 
at  points  in  Allegany,  Garrett,  and 
Washington  Counties,  Md.  and  extending 
to  points  in  the  United  States  with  cer¬ 
tain  exceptions.  S.  Harrison  Kahn,  Suite 
733,  Investment  Building,  Washington, 
D.C.  20005,  Attorney  for  applicants. 

No.  MC-PC-74797.  By  order  of  Novem¬ 
ber  5,  1973,  the  Motor  Carrier  Board 
approved  the  transfer  to  Rowey  Truck¬ 
ing  Company,  Inc.,  Woonsocket,  R.I..  of 
the  operating  rights  in  Permit  No.  MC- 
135619,  issued  August  2,  1972,  to  Ralph 
M.  Rowey,  d(^g  business  as  Rowey 
Trucking  Company,  Woonsocket,  R.I., 
authorizing  the  transportation  of  gaso¬ 
line,  fuel  and  lubricating  oils,  and  kero¬ 
sene  from  Tiverton,  R.I.  to  points  in 
Barnstable,  Bristol,  and  Plymouth  Coun¬ 
ties,  Mass,  and  points  in  Rhode  Island. 
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Russell  B.  Cumett,  P.O.  Box  366,  826 
Orleans  Rd.,  Harwich,  Mass.  02645, 
representative  for  applicants. 

[seal]  Robert  L.  Oswald, 

Secretary, 

[FR  r)oc.73-23965  PUed  ll-8-73;8:46  am] 


[Notice  No.  151] 

MOTOR  CARRIER  TEMPORARY 

AUTHORITY  APPLICATIONS 

November  5. 1973. 

The  following  are  notices  of  filing  of 
application,  except  as  otherwise  specifi¬ 
cally  noted,  each  applicant  states  that 
there  will  be  no  significant  effect  on  the 
quality  of  the  human  environment  re¬ 
sulting  from  approval  of  its  application, 
for  temporary  authority  imder  section 
210a(a)  of  the  Interstate  Commerce  Act 
provided  for  under  the  new  rules  of  Ex 
Parte  No.  MC-67  (49  CFR  1131),  pub¬ 
lished  in  the  Federal  Register,  issue  of 
April  27, 1965,  effective  July  1, 1965.  These 
rules  provide  that  protests  to  the  grant¬ 
ing  of  an  application  must  be  filed  with 
the  field  official  named  in  the  Federal 
Register  publication,  within  15  calendar 
days  after  the  date  of  notice  of  the  filing 
of  the  application  is  published  in  the 
Federal  Register.  One  copy  of  such  pro¬ 
tests  must  be  served  on  the  applicant,  or 
Its  authorized  representative,  if  any,  and 
the  protests  must  certify  that  such  serv¬ 
ice  has  been  made.  The  protests  must  be 
specific  as  to  the  service  which  such  pro- 
t^tant  can  and  will  offer,  and  must  con¬ 
sist  of  a  signed  original  and  six  (6)  copies. 

A  copy  of  the  application  is  on  file,  and 
can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Commis¬ 
sion,  Washington,  D.C.,  and  also  in  field 
office  to  which  protests  are  to  be  trans¬ 
mitted. 

Motor  Carriers  of  Property 

No.  MC  52460  (Sub-No.  128  TA) ,  filed 
October  24,  1973.  Applicant;  HUGH 
BREEDING,  INC.,  1420  West  35th  Street, 
P.O.^x  9515,  Tulsa,  Okla.  74107.  Ap¬ 
plicant’s  representative:  Steve  B.  Mc- 
Commas  (same  address  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Malt  beverages  and 
related  advertising  material  and  empty 
malt  beverage  containers  returned  to  ori¬ 
gin,  from  Memphis,  Tenn.,  to  Manhattan 
and  Marysville,  Kans.,  for  180  days. 
SUPPORTING  SHIPPERS ;  Myron 
Rooks,  Rooks  Sales  Company,  Inc.,  131 
Colorado  Street,  Manhattan,  Kans. 
66502,  and  Henry  G.  Wassenberg,  Pepsi 
Cola  Bottling  Co.,  602-04  Center  Street, 
Marysville,  Kans.  66508.  SEND  PRO¬ 
TESTS  TO:  C.  L.  Phillips,  District  Su¬ 
pervisor,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  Room  240, 
Old  Post  Office  Building.  215  NW  Third. 
Oklahoma  City,  Okla.  73102. 

No.  MC  98896  (Sub-No.  2  TA).  filed 
October  25,  1973.  Applicant:  WOMICK 
TRANSFER.  INC.,  P.O.  Box  811,  Carbon- 
dale,  Ill.  62901.  Applicant’s  representa¬ 
tive:  John  Womick,  P.O.  Box  379,  Jones¬ 
boro,  ni.  62952.  Authority  sought  to  oper¬ 


ate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Wrought  iron  pipe  or  tubing,  from  Sey¬ 
mour.  Ind.,  to  DuQuoin,  HI.,  for  180 
days.  SUPPOR'TING  SHIPPER;  Ron 
Cowley,  Purchasing  Agent,  Turco  Man¬ 
ufacturing  Company.  Inc.,  DuQuoin,  HI. 
62832.  SEND  PROTESTS  TO:  Harold  C. 
Jolliff,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Oper¬ 
ations,  LeLand  Office  Building,  527  East 
Capitol  Avenue,  Room  414,  Springfield, 
HI.  62701. 

No.  MC  107496  (Sub-No.  916  TA) ,  filed 
October  23,  1973.  Applicant:  RUAN 
TRANSPORT  CORPORATION,  Third 
and  Keosauqua  Way,  P.O.  Box  855  (Box 
zip  50304) .  Des  Moines,  Iowa  50309.  Ap¬ 
plicant’s  representative:  E.  Check  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting :  Liquid  feed  and  liquid  feed 
supplements,  in  bulk,  in  tank  vehicles, 
from  Oskaloosa,  Iowa,  to  points  in  Mis¬ 
souri.  for  150  days.  SUPPORTING  SHIP¬ 
PED;  International  Multifoods  Corpora¬ 
tion,  1200  Multifoods  Building.  Minne- 
apKilis,  Minn.  55402.  SEND  PROTESTS 
TO;  Herbert  W.  Allen,  Transportation 
Specialist,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  875  Federal 
Building,  Des  Moines,  Iowa  50309. 

No.  MC  113908  (Sub-No.  291  TA) ,  filed 
October  23,  1973.  Applicant:  ERICKSON 
'TRANSPORT  CORPORATION.  2105 
East  Dale  Street,  P.O.  Box  3180  Glen- 
stone  Station,  Springfield,  Mo.  65804. 
Applicant’s  representative:  B.  B.  White- 
head  (same  address  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Neutral  spirits,  in  bulk,  in 
tank  and  hopper  type  vehicles,  from 
Bakersfield,  Delano,  Fresno,  Lodi,  and 
Madera,  Calif.,  to  Canandaigua,  N.Y.; 
Patrick,  S.C.;  and  Petersburg,  Va.,  for 
180  days.  SUPPOR'TING  SHIPPER; 
Canandaigua  Wine  Company,  Inc.,  116 
Buffalo  Street,  Canandaigua,  N.Y.  14424. 
SEND  PRO'TESTS  TO:  John  V.  Barry, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  600 
Federal  Office  Building,  911  Walnut 
Street,  Kansas  City,  Mo.  64106. 

No.  MC  113908  (Sub-No.  292  TA),  filed 
October  23.  1973.  Applicant:  ERICKSON 
TRANSPORT  CORPORA-TION.  2105 
East  Dale  Street,  P.O,  Box  3180  Glen- 
stone  Station,  Springfield,  Mo.  65804. 
Applicant’s  representative:  B.  B,  White- 
head  (same  address  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Alcoholic  liquors,  in  bulk, 
in  tank  and  hopper  type  vehicles,  from 
Port  of  Entry  on  the  International 
Boundary  line  between  the  United  States 
and  Canada  at  or  near  Sweetgrass, 
Mont.,  to  Cincinnati,  Ohio,  for  180  days. 
SUPPORTING  SHIPPER;  National  Dis¬ 
tillers  Products  Company,  11750  Ches- 
terdale  Road,  Atkinson  [^uare,  Cincin¬ 
nati,  Ohio  45246.  SEND  PROTESTS  TO: 
John  V.  Barry,  District  Supervisor, 
Interstate  Commerce  Commission,  Bu¬ 


reau  of  Operations,  600  Federal  Office 
Building,  911  Walnut  Street,  Kansas  City, 
Mo.  64106. 

No.  MC  114533  (Sub-No.  285  TA) .  filed 
October  25,  1973.  Applicant:  BANKERS 
DISPATCH  CORPORATION.  4970  South 
Archer  Avenue,  Chicago,  HI.  60632.  Ap¬ 
plicant’s  representative:  Sanley  Komosa 
(same  address  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Laboratory  specimens  and 
reports,  between  Omaha,  Nebr.,  on  the 
one  hand,  and,  on  the  other.  Wichita  and 
Shawnee  Mission,  Kans.,  for  180  days. 
SUPPORTING  SHIPPER;  Stat  Labs, 
P.O.  Box  2180,  Wichita.  Kans.  67201. 
SEND  PROTES'TS  TO:  R.  G.  Anderson, 
District  Superivisor,  Interstate  Com¬ 
merce  Commission,  Bureau  of  Opera¬ 
tions,  Everett  McKinley  Dirksen  Bldg., 
219  S.  Dearborn  St.,  Room  1086,  Chicago, 
HI.  60604. 

No.  MC  118060  (Sub-No.  2  TA),  filed 
October  24.  1973.  Applicant;  CAPITOL 
PACKING  CO.,  1050  Yuma  Street,  Suite 
109,  Denver,  Colo.  80204.  Applicant’s  rep¬ 
resentative:  Billy  James,  530  Denargo 
Market,  Denver,  Colo.  80216.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meat  and  packinghouse 
products,  fresh  and  frozen,  from  Gering, 
Nebr.,  to  Minneapolis-St.  Paul  Commer¬ 
cial  Zone,  Minn.;  Madison  and  Mil¬ 
waukee  Commercial  Zone,  Wis.;  Streater 
and  Chicago  Commercial  Zone,  HI.,  for 
180  days.  SUPPORTING  SHIPPER;  Al¬ 
lied  Packing  Company,  Inc..  P.O.  Box  127, 
Gering.  Nebr.  SEND  PROTESTS  TO; 
District  Supervisor  Herbert  C.  Ruoff,  Bu¬ 
reau  of  Operations,  Interstate  Commerce 
Commission,  2022  Federal  Bldg.,  Denver, 
Colo.  80202. 

No.  MC  118142  (Sub-No.  56  TA),  filed 
October  25.  1973.  Applicant:  M.  BRUEN- 
GER  &  CO.,  INC.,  6250  North  Broadway, 
Wichita,  Kans.  67219.  Applicant’s  repre¬ 
sentative:  Lester  C.  Arvin,  814  Centmy 
Plaza  Bldg.,  Wichita,  Kans.  67202.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat,  meat  prod¬ 
ucts,  meat  byproducts,  and  articles  dis¬ 
tributed  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  Report  in  Descriptions  in  Motor 
Carriers  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk),  from  Wichita,  Kans.,  to  Denver, 
Colo.,  for  180  days. 

Note. — Applicant  intends  to  tack  with  MC 
118142  (Sub-No.  34).  SUPPORTING  SHIP¬ 
PER;  Dold  Packing  Co.,  Inc.,  421  East  21st 
Street,  Wioblta,  Kans.  67214.  SEND  PRO¬ 
TESTS  TO:  M.  E.  Taylor,  District  Supervis¬ 
or,  Interstate  Commerce  Commission,  Bureau 
of  Operations,  501  Petroleum  Building, 
Wichita,  Kans.  67202. 

No.  MC  119789  (Sub-No.  185  TA) ,  filed 
October  25.  1973.  AppUcant;  CARAVAN 
REFRIGERATED  CARGO.  INC.,  P.O. 
Box  6188,  1612  East  Irving  Blvd.,  Dallas, 
Tex.  75222.  Applicant’s  representative: 
James  K.  Newbold,  Jr.  (same  address  as 
applicant).  Authority  sougdit  to  operate 
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as  a  common  carrier,  by  motor  vehicle, 
over  irregiilar  routes,  transporting;  Rec¬ 
reational  equipment  and  sporting  goods, 
from  Old  Forge,  Pa.,  to  points  in  Arizona, 
Arkansas,  California,  Colorado,  Kansas, 
Louisiana,  New  Mexico,  Oklahoma, 
Texas,  and  Utah,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  J.  Roberts  Divi¬ 
sion,  Gabriel  Industries,  Inc.,  1  Maxson 
Drive,  Old  Forge,  Pa.  18518.  SEND  PRO¬ 
TESTS  TO:  Gerald  T.  Holland,  Trans¬ 
portation  Specialist,  Interstate  Com¬ 
merce  Commission,  Bm-eau  of  Opera¬ 
tions,  1100  Commerce  Street,  Room 
13C12,  Dallas,  Tex.  75202. 

No.  MC  120737  (Sub-No.  25  TA) ,  filed 
October  26,  1973.  Applicant:  STAR  DE¬ 
LIVERY  &  TRANSFER,  INC.,  P.O.  Box 
39,  Canton,  HI.  61520.  Applicant’s  repre¬ 
sentative:  Donald  Walllngton  Smith, 
Suite  2465,  One  Indiana  Square,  Indian- 
fq;H>lis,  Ind.  46204.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  (1)  Castings,  from  the  plantsite  and 
warehouse  facilities  of  Intematlonsd 
Harvester  Company  at  Louisville,  Ky.,  to 
Muscatine,  Iowa,  and  (2)  Tractor  parts, 
from  Muscatine,  Iowa,  to  the  plantsite 
and  warehouse  facilities  of  International 
Harvester  Company  at  Louisville,  Ky.,  for 
180  days.  SUPPORTING  SHIPJPER: 
James  M.  Gamble,  General  Traffic  Man¬ 
ager,  International  Harvester  Company, 
401  North  Michigan  Avenue,  Chicago,  HI. 
60611.  SEND  PROTESTS  TO:  District 
Supervisor  Richard  K.  Shullaw,  Inter¬ 
state  Commerce  Commission,  Bureau  of 
Operations,  Everett  McKinley  Dirksen 
Building,  219  S.  Dearborn  Street,  Room 
1086,  Chicago,  HI.  60604. 

No.  MC  134599  (Sub-No.  91  TA) ,  filed 
October  25,  1973.  Applicant:  INTER¬ 
STATE  CONTRACT  CARRIER  CORPO¬ 
RATION,  Mail:  P.O.  Box  748  (Mail  zip 
84110),  Off.:  265  W.  2700  South  (Off.  zip 
84115) ,  Salt  Lake  City,  Utah.  Applicant’s 
representative:  Richard  A.  Peterson, 
P.O.  Box  81849,  Lincoln,  Nebr.  68501.  Au¬ 
thority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Toys,  games,  and 
parts  and  supplies  used  in  the  manufac¬ 
ture  thereof,  from  the  plantsite  of  Stand¬ 
ard  Plastics,  a  Division  of  Mattel,  Inc., 
at  South  Plainfield,  N.J.,  to  the  plantsites 
and  warehouse  facilities  of  Mattel,  Inc., 
in  Los  Angeles  County,  Calif.,  under  con¬ 
tinuing  contract  with  Mattel,  Inc.,  for 
180  days.  SUPPORTING  SHIPPER: 
Mattel,  Inc.,  5150  Rosecrans  Avenue, 
Hawthorne,  Calif.  90250.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  Lyle  D. 
Heifer,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  5239  Federal 
Building,  125  South  State  Street,  Salt 
Lake  City,  Utah  84138. 

No.  MC  136166  (Sub-No.  6  TA),  filed 
October  25,  1973.  Applicant:  CF  TANK 
LINES,  INC.,  175  Linfield  Drive,  Menlo 


Park,  Calif.  94025.  Applicant’s  represent¬ 
ative:  Robert  M.  Bowden,  P.O.  ^x  3062, 
1621  NW.  21st,  Portland,  Oreg.  97208. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Soy  sauce,  in  bulk, 
in  tank  vehicles,  from  Walworth,  Wis., 
to  Oakland  and  San  Francisco,  Calif.,  for 
90  days.  SUPPORTING  SHIPPER; 
mkkoman  Foods,  Inc.,  P.O.  Box  H,  Wal¬ 
worth,  Wis.  53184.  SEND  PROTES’TS 
TO :  District  Supervisor  Cffaud  W,  Reeves, 
Bureau  of  Operations,  Interstate  Com¬ 
merce  Commission,  450  Golden  Gate 
Avenue,  Box  36004,  San  Francisco,  Calif. 
94102. 

No.  MC  136632  (Sub-No.  3  TA)  (COR- 
RECmON),  filed  August  27,  1973,  pub¬ 
lished  in  the  Federal  Register  issue  of 
September  13,  1973,  and  republished  as 
corrected  this  issue.  Applicant:  COPE¬ 
LAND  TRANSPORTATION  CO.,  INC., 
4159  North  Broadway,  Wichita,  Kans. 
67204.  Applicant’s  representative:  Clyde 
N.  Christey,  641  Harrison,  Topeka,  Kains. 
66603.  Authority  sought  to  operate  as 
a  contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Com¬ 
modities  dealt  in  by  truck  equipment 
dealers,  from  Cedar  Palls  and  Grundy 
Center,  Iowa;  Montgomery,  Ala.;  Fort 
Pa3nie,  Melrose  Park,  and  Chicago,  HI., 
Commercial  Zone;  Meridian,  Miss.;  Lake 
Crystal,  Minn.;  Houston  and  Cleburne, 

.  Tex.;  Oklahoma  City,  Okla.;  West  Bend, 
Wis.;  and  Denver,  Colo.,  to  Topeka,  Kan¬ 
sas  City,  Wichita,  Colby,  Dodge  City, 
Haven,  Great  Bend,  Hays,  Beloit,  and 
Parsons,  Kans.,  and  Springfield,  Colo., 
and  also  between  Topeka,  Kansas  City, 
Wichita,  Colby,  Dodge  City,  Haven,  Great 
Bend,  Hays,  Beloit,  and  Parsons,  Kans., 
on  the  one  hand,  and  Springfield,  Colo., 
on  the  other  hand,  for  150  days.  SUP¬ 
PORTING  SHIPPERS:  O.  J.  Watson  Co., 
Inc.,  4159  N.  Broadway,  Wichita,  Kans. 
67204;  Scherer  Truck  Equipment,  Inc., 
540  South  12th  St.,  Kansas  City,  Kans.; 
Capitol  Body  and  Equipment  Company, 
Inc.,  2325  North  Clay,  Topeka,  Kans, 
66618;  O.  J.  Watson  Solid  Waste  Divi¬ 
sion,  Inc.,  4163  N.  Broadway,  Wichita, 
Kans.  67204;  and  Solid  Waste  ^uipment 
Corporation,  1725  Meriam  Lane,  Kansas 
City,  Kans.  SEND  PROTESTS  TO:  M.  E. 
Taylor,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  502,  Petroleum  Bldg.,  Wichita, 
Kans.  67202. 

Note. — The  purpose  of  this  republlcatlon 
is  to  add  Tope^,  Kansas  City,  Wichita,  Colby, 
Dodge  City,  and  Haven,  Kans.,  as  destina¬ 
tion  points. 

No.  MC  136647  (Sub-No.  13  TA) ,  filed 
October  24,  1973,  Applicant:  GREEN 
MOUNTAIN  CARRIERS,  INC.,  Mlg.: 
P.O.  Box  1319,  Albany,  N.Y.  12201,  and 
Off.;  Car  Road,  Dormansville,  N.Y.  12055. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Paper  printing,  en¬ 
velopes,  and  blanks  or  forms  printed  or 


not  printed,  from  Groveton  and  Nqrth 
Stratford,  N.H.,  to  points  in  Arkansas, 
Illinois,  Indiana,  Iowa,  Kansas,  Ken¬ 
tucky,  Louisiana,  Michigan,  Minnesota, 
Missouri,  Nebraska,  Ohio,  Oklahoma, 
Tennessee,  Texas,  and  Wisconsin,  for  180 
days.  SUPPORTING  SHIPPER:  Grove- 
ton  Papers  Company,  Groveton,  N.H. 
03582.  SEND  PROTESTS  TO:  Joseph  M. 
Bamini,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  518  New  Federal  Building,  Al¬ 
bany,  N.Y.  12207. 

No.  MC  138104  (Sub-No.  6  TA),  filed 
October  25,  1973.  Applicant;  MOORE 
TRANSPORTAnON  CO.,  INC.,  3509  N. 
Grove,  Fort  Worth,  Tex.  76106.  Appli¬ 
cant’s  representative:  Bernard  H.  Eng¬ 
lish,  6270  Firth  Road,  Fort  Worth,  Tex. 
76116.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Radioac¬ 
tive  spent  nuclear  fuel,  reactor  control 
elements,  related  reactor  core  compo¬ 
nents,  and  radioactive  waste  materials  to 
Include,  but  not  restricted  to  contami¬ 
nated  machinery,  iron  and  steel  articles, 
heavy  and  cumbersome  items,  animals, 
dirt  and  rubble,  destined  to  be  buried, 
from  Carswell  Air  Force  Base,  Tex.,  to 
points  in  Barnwell,  S.C.,  for  180  days. 
SUPPORTING  SHIPPER:  Mr.  Frederick 
P.  Belerle,  Assistant  to  the  President, 
Chem-Nuclear  Systems,  Inc.,  P.O.  Box 
1866,  BeUevue,  Wash.  98009.  SEND  PRO- 
'TES’TS  TO;  H.  C.  Morrison,  Sr.,  District 
Supervisor,  Bureau  of  Operations,  Inter¬ 
state  Commerce  Commission,  Room  9A27 
Federal  Building,  819  Taylor  Street,  Fort 
Worth,  Tex.  76102. 

No.  MC  138989  (Sub-No.  1  TA),  filed 
October  25,  1973.  Applicant;  ROAD  & 
SEA  TRANSPORT  LIMITED,  225 
Thome  Avenue,  St.  John,  New  Bruns¬ 
wick,  Canada.  Applicant’s  representative: 
Kenneth  B.  Williams,  111  State  Street, 
Boston,  Mass.  02109.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  Liquid  chemicals,  in  bulk,  in  tank 
vehicles,  from  a  point  on  the  Interna¬ 
tional  Boundary  line  between  the  United 
States  and  Canada  at  or  near  Calais, 
Maine,  to  Woodland,  Maine,  under  con¬ 
tracts  with  ’Tidal  Chemical  Ltd.  and  J. 
D.  Irving  Limited,  both  of  St.  John,  New 
Brimswick,  Canada,  for  180  days.  SUP¬ 
PORTING  SHIPPERS:  (1)  •ndal  Chem¬ 
ical  Ltd.,  284  Union  Street,  St.  John,  New 
Bnmswick,  Canada,  and  (2)  J.  D.  Irv¬ 
ing  Limited,  284  Union  Street,  St.  John, 
New  Brunswick,  Canada.  SEND  PRO¬ 
TESTS  TO:  Donald  G.  Weiler,  District 
Supervisor,  Interstate  Commerce  Com¬ 
mission,  Bureau  of  Operations,  Rm.  307, 
76  Pearl  Street,  Portland,  Maine  40112. 

By  the  Commission. 

[seal]  Robert  L.  .Oswald, 

Secretary. 

[FR  Doc.73-23964  Filed  ll-8-73;8:46  am] 
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